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Wayne Abbott 

Producer/Director 
Northern Sky Entertainment 
508 Riverside Drive 
Toronto ON 
Canada M6S 4B5 
T 416-604-1178 
F 416-604-0600 
E wayne@northernsky.tv 
W www.northernskyentertainment.ca 

Valerie Abita 

Producer 

ZED 

39 rue des Prairies 
Paris 

France 75020 
T +33 1 53 09 98 25 
E valerie.abita@zed.fr 
W www.zed.fr 

Nat Abraham 

President, Distribution 
Breakthrough Entertainment 
35 Britain Street 
Toronto ON 
Canada M5A 1R7 
T 416-366-6588 xl 14 
F 416-363-9726 
E nabraham@breakthrough 
entertainment.com 
W www.breakthrough 
entertainment.com 

David Albareda 

International Co-Production And 

Development Manager 

ORF Austrian Broadcasting 

Corporation 

Wurzburggasse 30 

Vienna 

Austria 1136 

T+43-1-46263-06337 

F+43-1-87878-550824 

E david.albareda@orf.at 

Michael Allder 

Producer-Director 
90th Parallel Productions 
#438764 Grey Rd. 15, Rr #1, 

Owen Sound ON 
Canada N4K3N5 
T 519-371-6673 
E michaelallder@gmail.com 

Catherine Alvaresse 

Deputy Director of the Knowledge and 
Discovery Factual Programming Unit 
ARTE France 
8 rue Marceau 
Issy-les-Moulineaux 
France 92513 
T +33 1 55 00 74 81 
F +33 1 55 00 7408 
E c-alvaresse@artefrance.fr 
W www.arte.tv 


Anna Alvord 

Manager, International Sales 
PBS International 
10 Guest Street 
Boston MA 
USA 2135 
T 617-208-0728 
E agalvord@pbs.org 
W www.pbsinternational.org 

Marion Ammicht 

Producer 

ifs International Filmschool 
Germany 

E mammicht@googlemail.com 

Irene Angelico 

CEO and Producer 
DLI Productions inc. 

4301, Avenue De L'esplanade 
Montreal QC 
Canada H2W1T1 
T 514-574-8629 
E irene@dliproductions.ca 

Paula S. Apsell 

Senior Executive Producer/Director, 

Science Unit 

NOWWGBH 

One Guest Street 

Boston MA 

USA 2135 

T 617-300-4341 

F 617-300-1003 

E psa@wgbh.org 

W www.pbs.org/nova 

Peter Arens 

Managing Director 
ZDF German Televison 
ZDF Strasse 1 
Mainz 

Germany 55100 
T +49 6131 702201 
F+49 6131 704030 
E Arens.P@zdf.de 

Cathrine Armour 

Manager Festival And Events 
Wildscreen 

Ground Floor,The Rackhay, Queen 

Charlotte Street 

Bristol 

UKBS1 4HJ 

T+44 117 328 5967 

F +44 117 328 5955 

E cathrine.armour@wildscreen.org.uk 


Krishan Arora 

International Development Consultant 
Sunny Side of the Doc 
21 bis quai Maubec 
La Rochelle 
France 17000 
T +447808 147518 
E krishan@sunnysideofthedoc.com 
W www.sunnysideofthedoc.com 

Ulrich Aschenbrenner 

Director/Producer 

ifs International Filmschool 

Berlin 

Germany 

T+49 1723 151002 
E ulrich.aschenbrenner@ 
mimikryfilm.com 

Will Aslett 

Executive Producer 
BBC 

BBC New Broadcasting House, 

Portland Place 
London 
UKW1 1AA 
T +44 796 615 9959 
E will.aslett@bbc.co.uk 

Margaret Atwood 

Author 
Toronto ON 
Canada 

Marie-Pierre Aulas 

Producer 

Dassault Systemes 
10 Rue Marcel Dassault 
Velizy-Villacoublay 
France 78946 
T+33 6 42 00 93 00 
E mariepierre.aulas@3ds.com 
W 3ds.com 

Scott Bailey 

Executive Producer 
WAM 

1303 Greene Ave Suite 300 
Westmount QC 
Canada H3Z 2A7 
T 514-846-1940 
F 514-846-1550 
E scott@whalleyabbey.com 
W www.whalleyabbey.com 

Antoine Bamas 

Producer 

La Compagnie desTaxi-Brousse 
98 Rue Jean Pierre Timbaud 
Paris 

France 75011 
T +33 1 40 21 59 59 
E abamas@cie-taxibrousse.com 
W www.cie-taxibrousse.com 


Jonathan Barker 

CEO 

SK Films Inc. 

Pinewood Toronto Studios, 225 
Commissioners Street, Suite 303 
Toronto ON 
Canada M4M 0A1 
T 416-367-0440 
E jbarker@skfilms.ca 
W www.skfilms.ca 

Nanci Barker Church 

Manager, International Sales 
PBS International 
10 Guest Street 
Boston MA 
USA 2135 
T617-208-0725 
E nbchurch@pbs.org 
W www.pbsinternational.org 

Judy Barlow 

VP Business Development and 
International Sales 
APT Worldwide/ 

American Public Television 
55 Summer St. 

Boston MA 
USA 2110 

T 617-338-4455x138 
F 617-338-5369 
E Judy_Barlow@aptonline.org 
W www.aptww.org,aptonline.org 

Dominique Barneaud 

Producer 

Bellota Films / Red Corner 
6, Villa Du Clos De Malevart 
Paris 

France 75011 
T +33 1 48 07 28 71 
F +33 1 58 30 78 74 
E dom@bellotafilms.fr 
W www.bellotafilms.fr 

Archie Baron 

Creative Director and Executive 
Producer 

Wingspan Productions 
5 Spectrum House, 

32-34 Gordon House Road 
London 
UKNW3 2RJ 
T +44 207 428 8700 
E archie@wingspanproductions.co.uk 
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Andre Barro 

Vice President, Executive Producer 
Handel Productions 
424 Guy Street, Suite 110 
Montreal QC 
Canada H3J1S6 
T 514-487-1881 
F 514-487-1881 

E andre@handelproductions.ca 
W www.handelproductions.ca 

Ed Barron 

Director of Broadcast and Digital Media 

Getty Images 

USA 

T 646-584-3242 
E Ed.barron@gettyimages.com 

Volker Barth 

Coordination, International Projects 
Anthro Media 
Nansenstr. 19,12047 
Berlin 

Germany D-23611 
T+030/62727862 
F +49 3062 989248 
E volker.barth@anthro-media.com 
W www.anthro-media.com 

Kate Bartlett 

Head of Development 
BBC 

BBC New Broadcasting House, 

Portland Place 

London 

UKW1A 1AA 

T+44 771 495 7175 

E kate.bartlett@bbc.co.uk 

W www.bbc.co.uk 

Marian Bartsch 

Producer 

MagoFilms 

12 Warralong Crescent, Coolbinia 
Perth WA 
Australia 6050 
T +61 4 1352 4650 
E marian@magofilms.com.au 
W www.magofilms.com.au 

Steffen Bayer 

Editor, Evironmental Program 

Department 

ZDF 

ZDF Strasse 1 
Mainz 

Germany 55100 
E Bayer.S@zdf.de 


Brian Beaton 

Executive Producer 
Artemis International 
6-226 Carr Place 
Leederville WA 
Australia 6007 
T +61 8 9228 2852 
F +61 8 9228 4517 
E brianb@artemisfilms.com 
W www.artemisfilms.com 

Marleen Beaulieu 

President and Executive Producer 
LP8 Media 

645 Wellington St. Suite 210 
Montreal QC 
Canada H3C 1T2 
T514-285-7212 
E mbeaulieu@lp8media.ca 

Christian Beetz 

CEO 

Gebrueder Beetz Filmproduktion 
Heinrich-Roller-Strasse 15 
Berlin 

Germany 10405 
T +49 1711 910119 
F +49 3069 566915 
E c.beetz@gebrueder-beetz.de 
W beetz-brothers.de 

Ira Beetz 

Producer 

Gebrueder Beetz Filmproduktion 
Cologne 

Breite Strasse 110 
Cologne 
Germany 50667 
T +49 2212 8065900 
F+49 2212 8065915 
E i.beetz@gebrueder-beetz.de 
W www.beetz-brothers.de 

Reinhardt Beetz 

CEO, Executive Producer 
Gebrueder Beetz Filmproduktion 
Hamburg GmbH & Co. KG 
Eppendorfer Weg 93a 
Hamburg 
Germany 20259 
T+49 4076 973070 
F +49 4076 973065 
E r.beetz@gebrueder-beetz.de 
W www.gebrueder-beetz.de 

Caroline Behar 

Head of Documentaries/ 

Head of Acquisitions 
France Televisions 
2-4 Rue Marceau 
Issy-les-Moulineaux 
France 92130 
T +33 1 56 22 94 44 
E caroline.behar@francetv.fr 


Elaine Beliveau 

Financial Analyst 
Bell Fund 
Montreal QC 
Canada 

E ebeliveau@ipf.ca 

Danny Bergeron 

VFX Executive Producer 
Mokko Studio 
1711 St-Patrick 
Montreal QC 
Canada H3K3G9 
T 514-932-4191 

E dbergeron@mokkostudio.com 
W www.mokkostudio.com 

Wolfgang Bergmann 

CEO and Managing Director 
ARTE Germany 
Germany 

E Bergmann.W@zdf.de 

Laure Bernard 

Producer 
lllegitime Defense 
France 

E lbernard@illegitimedefense.com 

Barbara Bernardini 

Author/Producer 

Doclab 

Via Dell'unita 23 

Venturina 

Italy 57029 

T +39 348 9992273 

E barbara.bernardini@insintesi.it 

W www.doclab.it 

Marie Beuzard 

Commissioning Editor, 

Specialist Factual 
ARTE France 
8 rue Marceau 
Issy-les-Moulineaux 
France 92785 

E m-beuzard@artefrance.fr 
W www.arte.tv/fr 

Dagmar Biller 

Producer/CEO 

TANGRAM International GmbH 
Ganghoferstrasse 27 
Munich 

Germany 80339 
T+49 8923 66060 
F +49 8923 660616 
E dagmar.biller@tangram-film.de 
W www.tangram-film.de 


Jacques Bilodeau 

President/Producer 
Quiet Motion Inc. 

4200 Boul. St-Laurent, Suite 402 
Montreal QC 
Canada H2W 2R2 
T 514-510-1742 
F 514-510-1752 
Ejacques@quietmotion.com 
W www.quietmotion.com 

Clare Birks 

CEO 

Oxford Scientific Films 
21-22 Warwick Street 
London 
UKW1B5NE 
T +44 203 551 4603 
E cbirks@oxfordscientificfilms.tv 
W www.oxfordscientifidilms.tv 

Yves Bisaillon 

Producer 

Fata Morgana Productions Inc 
4121 Avenue Wilson 
Montreal QC 
Canada H4A 2V1 
T (514) 979-1767 
E yves@fatmo.ca 
W www.fatmo.ca 

Lorene Biscotti 

Coordinator/Producer 
Societe Radio-Canada 
1400 East Rene Levesque 
Montreal QC 
Canada H2L2M2 
E lorene.biscotti@radio-canada.ca 

Henrik Bjerring 

Editor/Producer/Journalist 
Danish Broadcasting Corporation 
Emil Holms Kanal 20 
Copenhagen 
Denmark 999 
T +45 28 5441 18 
F +45 35 2041 00 
E hebj@dr.dk 

Timothy Blais 

Creator 

A Capella Science 
Montreal QC 
Canada 

Stacey Blake 

Sales Manager 
Octapixx Worldwide 
200TifTield Road, Suite 101 
Toronto ON 
Canada M1V 5J1 
T 416-449-9400 
F 416-449-9498 
E sblake@octapixx.com 
W www.octapixx.com 
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Yvonne Body 

Head of Acquisitions 

Beyond Distribution 

41-42 Berners Street 

London 

UKW1T3NB 

T+44 207 323 3444 

F +44 207 580 6479 

E yvonne@beyonddistribution.com 

W www.beyonddistribution.com 

Antje Boehmert 

Producer 

DOCDAYS Productions 
Schwedter Str. 34a 
Berlin 

Germany 10435 
T +49 3047 3729517 
F+49 3047 3729519 
E ab@docdays.de 
W www.docdays.de 

Jost-Arend Boesenberg 

Chief Executive Officer 
DOKfilm Fernsehproduktion 
August-bebel-strasse 26-53 
Potsdam 
Germany 14482 
T +49 9799 384820 
F +49 9799 384823 
Ej.boesenberg@dokfilm.de 
W www.dokfilm.de 

Carin Bondar 

Host, Presenter, Scientist, 

Writer, Producer 
Independent 
9572 Windsor St 
Chilliwack BC 
Canada V2P6C2 
T 604-997-9978 
E carinbondar@gmail.com 

Cedric Bonin 

Producer 

Seppia 

18 Rue Auguste Lamey 
Strasbourg 
France 67000 
T+33 3 88 52 95 95 
F +33-3-8825-5970 
E c.bonin@seppia.fr 
W www.seppia.fr 

Chris Bonney 

CEO 

Cineflix Rights 

1 st Floor, 1 Lorenzo Street 

London 

UKWC1X9DJ 

T+44 203 179 5062 

E cbonney@cineflix.com 

W www.cineflixrights.com/ 


Kathryn Bonnici 

Head of Acquisitions & Sales Manager 
Java Films 

38 Quai du Point du Jour 
Boulogne 
France 92100 
T+34 6 34 86 9646 
E kathryn@javafilms.fr 
W www.javafilms.fr 

Lynn Booth 

Executive Producer 
Make Believe Media Inc. 

301 -145 Keefer Street 
Vancouver BC 
Canada V6A 1X3 
T 514 431 -9498 

E lynn@makebelievemedia.com 
W www.makebelievemedia.com 

Emmanuelle Bouilhaguet 

Managing Director 

Lagardere Entertainment Rights 

Paris 

France 

E emmanuelle.bouilhaguet@ 
le-rights.com 

W www.europeimages.com/ 

Isabelle-anouk Bourduas 

Director of International Production 
Zone 3 inc 

1055 Rene-levesque Suite 900 
Montreal QC 
Canada H2L4S5 
T 514-284-5555 
E iabourduas@zone3.ca 

Patricia Boutinard Rouelle 

Producer 

Nilaya Productions 
28 rue du Docteur Finlay 
Paris 

France 75015 
T +33 1 44 37 57 06 
E p.boutinardrouelle@gmail.com 
W www.nilaya.fr/en 

Ben Bowie 

Managing Director 

DSP (Darlow Smithson Productions) 

1 st Floor, Shepherds Building Central, 

Charecroft Way 

London 

UKW140EE 

T+44 207 482 9602 

E Ben.Bowie@dsp.tv 

W www.dsp.tv 


Richard Bradley 

Managing Director 

Lion Television 

26 Paddenswick Road 

London 

UKW6 0UB 

T +44 208 846 2000 

F +44 208 846 2001 

E richard.bradley@liontv.co.uk 

W www.liontv.co.uk 

David Brady 

Co-Founder/Executive Producer 

Cream Productions 

380 Adelaide Street West, 3rd Floor 

Toronto ON 

Canada M5V1R7 

T 416-979-8458 

F 416-979-3654 

E dbrady@creamproductions.ca 
W www.creamproductions.ca 

Marc Brasse 

Editor-in-Chief, Head Of Co-Production 

and Commissioned Production 

Spiegel TV 

Ericusspitze 1 

Hamburg 

Germany 20457 

T+49 4030 108216 

F+49 4030 108222 

E marc_brasse@spiegel-tv.de 

Lori Braun 

Producer 

Laurus Productions Inc. 

4901 Hutchison 
Montreal QC 
Canada H2V4A4 
T 514-574-7896 
E loribraun@videotron.ca 

John Bredar 

Vice President, National Programming 
WGBH 

1 Guest Street 
Brighton MA 
USA 2135 
T 617-300-2495 
E John_Bredar@wgbh.org 

Jean-Sebastien Brettes 

Executive Producer/Producer 
Fire Ants Productions LLC D.B.A 
ReelTag 

419 Lafayette Street, FI 2 
New York NY 
USA 10003 
T 917-740-0160 
E jsbrettes@reeltag.com 


Alex Brisland 

Senior Development Researcher 
Icon Films 

3rd Floor College House, 

32-36 College Green 

Bristol 

UKBS1 5SP 

T+44 117 910 2030 

E alex.brisland@iconfilms.co.uk 

Tom Brisley 

Creative Director 

Arrow Media 

17-18 Margaret Street 

London 

UKW1W8RP 

T+44 783 181 5415 

E tom.brisley@arrowmedia.com 

W www.arrowmedia.com 

Josee Brossard 

General Coordinator 
Sunny Side of the Doc 
21 bis quai Maubec 
La Rochelle 
France 

T +33 6 31 91 1061 
E josee@sunnysideofthedoc.com 

Jamie Brown 

CEO & Executive Producer 
Frantic Films 
300-70 Arthur Street 
Winnipeg MB 
Canada R3B 1G7 
T 204-949-0070 
F 204-949-0050 
E styler@franticfilms.com 
W www.franticfilms.com 

Alex Brudenell 

VP Factual Acquisitions 
Zodiak Rights 

Avon House, Kensington Village, 

Avonmore Road 

London 

UKW14 8TS 

T+44 207 013 4115 

Ealexander.brudenell@zodiakrights.com 

Amy Bucher 

Senior Executive Producer 
Part2 Pictures 
302 Butler Street 
Brooklyn NY 
USA 11217 
T 718-797-0581 
E rachelf@part2pictures.com 
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Erna Buffie 

Producer 

Merit Motion Pictures 
248 Princess Street 
Winnipeg MB 
Canada R3B 1M2 
T 204-775-4092 
F 204-783-2311 
E ebuffie@mymts.net 
W meritmotionpictures.com/ 

Adam Bullmore 

Creative Director 
October Films 

30-31 Lyme Street, Lymehouse Studios 
London 
UKNW10EE 
T+44 207 284 6868 
E adam.bullmore@octoberfilms.co.uk 

Richard Burman 

Camerman/Filmmaker 
Burman Productions 
505 40th Avenue 
Lachine QC 
Canada H8T 2G1 
T514-634-2155 
E richard@rjburman.com 
W rjburman.com 

Steve Burns 

Managing Director/Producer 
Roller Coaster Road Productions 
15 Bancroft Ave. 

Annapolis MD 
USA 21403 
T 202-834-7352 
E stevelburns@comcast.net 

Andrew Burnstein 

President/Executive Producer 
Castlewood Productions 
208 Adelaide Street West, Suite 200 
Toronto ON 
Canada M5H 1W7 
T 416-340-7371 x231 
F 416-340-7580 
E aburnstein@castlewood 
productions.com 

W www.castlewoodproductions.com 

James Byrne 

Producer/Writer 

Independent 

505 5th Ave. S, Ste. 900 

Seattle WA 

USA 98104 

E jbyrne28@me.com 


Paul Cadieux 

President 

Productions Megafun Inc. 

3401, Saint-antoine West 
Westmount QC 
Canada FH3Z 1X1 
T 514-931-6190 
F 514-939 2034 
E cadieux@megafun.ca 

Thierry Caillibot 

Pole TV Manager 
Galaxie Presse 

76 Rue Du Faubourg St Denis 
Paris 

France 75010 
T +33 1 44 83 07 27 
E t.caillibot@galaxie-presse.fr 
W www.galaxie-presse.fr 

Daniele Caloz 

Independent Producer 
Mediatique inc. 

62 Wellesley West #606 
Toronto ON 
Canada M5S 2X3 
T 416-939-5744 
E danielecaloz@mediatique.ca 

Thobey Campion 

Founder and Global Publisher 

Motherboard 

90 North 11th Street 

Brooklyn NY 

USA 11211 

T917-592-4108 

E thobey.campion@vice.com 

Jackie Carlos 

Producer/Director,TV Documentary 

Production Unit 

CBC 

205 Welllington St. W 
Toronto ON 
Canada M5V3G7 
T 416-347-3233 
E Jackie.Carlos@cbc.ca 

Melanie Carlos 

Vice President, Development 
& Production 
Earth Touch USA LLC 
7250 Woodmont Ave., #325 
Bethesda MD 
USA 20814 
T301-657-7452 
F 301-657-7457 

E mcarlos@earthtouchusa.com 
W www.earthtouch.tv 


Christoph Caron 

Head ofTV & Digital Media 
ZDF Digital Medienproduktion 
ZDF Strasse 1 
Mainz 

Germany 55127 
T+49 6131 5533516 
E caron.c@zdf-digital.com 
W www.zdf-digital.com/?lang=en 

Patrick Carr 

Founder 
Mandarin Film 
Sanlitun 34-2-102 
Beijing 

China 100027 
T+86 186 1196 5929 
E patrickcarr@mandarinfilm.com 
W www.mandarinfilm.com 

Betsy Carson 

Producer 

Face to Face Media 
1818 Grant Street 
Vancouver BC 
Canada V5L2Y8 
T 604-251-0770 
F 604-251-9149 
E carson@smartt.com 
W www.facetofacemedia.ca 

Stephanie Carter 

Coordinating Producer 
Thirteen/WNET 
825 8th Avenue 
New York NY 
USA 10019 
T 212-560-2965 
E carters@thirteen.org 

Stuart Carter 

Chairman 

Pioneer Productions 
Voyager House, 32 Galena Road 
London 
UKW6 0LT 
T +44 208 748 0888 
F +44 208 748 7888 
E stuart.carter@pioneertv.com 
W www.pioneertv.com 

Michael Cascio 

Television and Programming 
Executive (USA) 

Independent 
13313 Drew Lane 
Potomac MD 
USA 20854 
T240-393-9174 
E MichaelJCascio@aol.com 


Manuel Catteau 

President 

ZED 

42 Rue Eugene Carriere 
Paris 

France 75018 
T +33 1 53 09 96 96 
F +33 1 42 62 6460 
E mcatteau@zed.fr 
W www.zed.fr 

Gabriel Chabanier 

Producer 
Le Miroir 

99 Boulevard de I'Hopital 
Paris 

France 75013 
T+33 6 62 04 07 86 
E gabchab@lemiroir.com 
W www.lemiroir.com 

Dan Chambers 

Co-Owner 
Blink Films 
Bankstock Building, 

42-44 De Beauvoir Crescent 

London 

UKN1 5SB 

T+44 203 150 0777 

F+44 203 150 0778 

E dan.chambers@blinkfilmsuk.com 

W www.blinkfilmsuk.com 

Donovan Chan 

Creative Director 

Beach House Pictures 

189 New Bridge Road, #03-01/02 

Singapore 

Singapore 59422 

T +65 9100 5177 

F +6532 7905 

E donovan@beachhousepictures.com 
W www.beachhousepictures.com 

Soh Kiak Chang 

Thinker/Doer 
Sitting In Pictures 
1 Syed Alwi Road, 

Song Lin Building #04-04 
Singapore 
Singapore 207628 
T +65 8343 3657 
F +65 6220 2082 
E sohkiak@sittinginpictures.com 
W www.sittinginpictures.com 
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Yann Chapellon 

Chairman 

France Televisions Distribution 
1 Boulevard Victor, immeuble Le Barjac 
Paris 

France 75015 
T +33 1 56 22 90 19 
F +33 1 56 22 90 96 
E yann.chapellon@francetv.fr 
W www.contentsales. 

francetvdistribution.fr/public/privacy 

Nha-Uyen Chau 

Director, Distribution & Co-productions 
Looking Glass International 
499 Dundas Street 
St Andrews Beach Vic 
Australia 3941 
T +61 3 5988 6947 
F +61 3 5988 6947 
E nha-uyen@lookingglassint.com 
W www.lookingglassint.com 

Gaston Chedufau 

Executive Producer 
Las Minas 

Ave. Suecia 513 #402, Providencia 
Santiago 
Chile 7510192 
T+56-9-99184372 
E gaston@lasminas.cl 
W vimeo.com/lasminas 

John Wesley Chisholm 

President 
Arcadia Content 
6454 Quinpool Road, Suite 301 
Halifax NS 
Canada B3L 1A9 
T 902-446-3414 
F 902-446-3416 
Ejwc@arcadiatv.com 
W www.arcadiacontent.com 

Theresa Chong 

Graduate Journalism Candidate 
Medill School of Journalism— 
Northwestern University 
320 West Illinois Street, Apt. 2008 
Chicago IL 
USA 60654 
T 312-860-7086 
E theresachong2013@ 
u.northwestern.edu 
W theresachong.net 

Sarah Chow 

Scientist, Researcher, Producer, 

Host, Comedian 

Independent 

Canada 

T 604-812-9989 
E sswchow@gmail.com 


Tristan Chytroschek 

Producer 
a&o buero 
An der Alster 18 
Hamburg 
Germany 20099 
T+49 4028 006881 
F +49 4028 007860 
E tristan@a-o-buero.de 
W www.a-o-buero.de 

Malcolm Clark 

Executive Producer 
Attaboy TV 

Unit 1/23 Blue Anchor Lane 
London 
UKSE163UL 
T +44 771 495 944 
E malcolm@attaboytv.com 
W www.attaboytv.com 

Philip Clarke 

Director 

Wildfire Television 
49 Goldhawk Road 
London 
UKW12 8QP 
T+44 208 735 5317 
F +44 208 743 4328 
E philipclarke@wiidfiretv.co.uk 
W www.wildfiretv.co.uk 

Alan Clement 

Director Of Content 
STV Productions 
Pacific Quay 
Glasgow 
UKG51 1PQ 
T +44 141 300 3505 
E alan.clements@stv.tv 

Sue Clothier 

Managing Director 

Northern Pictures 

226/122 Lang Road, Fox 

Entertainment Quarter, Moore Park 

Sydney NSW 

Australia 2021 

T +61 2 9331 8131 

Esue.clothier@northernpictures.com.au 
W www.northernpictures.com.au 

Fabrice Coat 

Executive Producer 
Program 33 
33 Rue Trousseau 
Paris 

France 75011 
T +33 1 48 07 33 33 
F +33 1 48 07 33 23 
E f.coat@program33.com 
W www.program33.com/ 


Andrew Cohen 

Head of Science 
BBC Television 

BBC New Broadcasting House, 
Science Department, 07c, 7th Floor, 
Great Portland Street 
London 
UKW1A 1AA 
T +44 773 496 6527 
F+44 208 752 6155 
E andrew.cohen@bbc.co.uk 

Ari A. Cohen 

Director/Producer 

Rotating Planet Productions Inc. 

71OA Bloomfield 
Outremont QC 
Canada H2V4C5 
T 514-937-8594 
F 866-620-8333 
E info@rotatingplanet.com 
W www.rotatingplanet.com 

Craig Colby 

Director of Production 
Blue Ant Meida 
130 Merton Street 
Toronto ON 
Canada M4S 1X8 
T 416-646-4434 
F 416-646-4444 

E craig.colby@blueantmedia.ca 
W www.blueantmedia.ca 

Helene Coldefy 

Head of Specialist and Factual 
ARTE France 
8 rue Marceau 
Issy-les-Moulineaux 
France 92130 
T +33 1 55 00 77 77 
F +33 1 55 00 77 00 
E h-coldefy@artefrance.fr 
W www.arte-tv.com 

Peter Collins 

Head of Development 

Oxford Scientific Films 

21 -22 Warwick Street 

London 

UKW1B5NE 

T+44 203 551 4600 

E pcollins@oxfordscientificfilms.tv 

Steve Condie 

Executive Producer 

Oxford Scientific Films 

21 -22 Warwick Street 

London 

UKW1B5NE 

T+44 203 551 4600 

E scondie@oxfordscientificfilms.tv 


Gareth Cornick 

Producer 
October Films 

30/31 Lyme Street, Lymehouse 

Studios 

London 

UK NW10EE 

T +44 207 284 6868 

E gareth.cornick@octoberfilms.co.uk 

Baptiste Cornillier 

Sales Representative 
Sunny Side of the Doc 
21 bis quai Maubec 
La Rochelle 
France 

T +33 6 98 05 23 21 
E baptiste@sunnysideofthedoc.com 
W www.sunnysideofthedoc.com 

Julia Cort 

Senior Producer, NOVA 
WGBH 

1 Guest Street 
Boston MA 
USA 2135 
T 617-300-4356 
Ejulia_cort@wgbh.org 

Marie Cote 

Executive Director, Explora, 

Specialty Channels 
Societe Radio-Canada 
1400 Boul. Rene-Levesque Est, 

Bureau A53-1 
Montreal QC 
Canada H2L2M2 
T 514-597-3788 
E marie.cote@radio-canada.ca 

Irem Couchouron 

International Development Officer 
Sunny Side of the Doc 
21 bis quai Maubec 
La Rochelle 
France 

T +33 7 77 31 27 94 
E irem@sunnysideofthedoc.com 
W www.sunnysideofthedoc.com 

Beatrice Couillard 

Conseillere, audiovisuel et 

medias interactifs 

Ministere de la Culture et 

des Communications 

225, Grande Allee Est, 2e Etage, Bloc C 

Montreal QC 

Canada G1R 5G5 

T 418-380-2365 x7331 

E beatrice.couillard@mcc.gouv.qc.ca 
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Lindsay Cowan Dotchison 

Director of Programming, 

Discovery Networks 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416 384 4442 
F 416-384-4275 
E Lindsay.CowanDotchison@ 
bellmedia.ca 

Steve Crabtree 

Head of Development 
BBC 

BBC New Broadcasting House, 

Portland Place 

London 

UKW1A 1AA 

T+44 773 496 6306 

E steve.crabtree@bbc.co.uk 

Dominic Crossley-Holland 

Head of History And Business 

For BBC Factual 

BBC 

BBC New Broadcasting House, Floor 7 

Zone C, Portland Place 

London 

UKW1A 1AA 

T+44 773 885 4947 

E dominic.crossley-holland@bbc.co.uk 

Nick Crowe 

Director of Original Factual Content 

Shaw Media 

121 Bloor Street East 

Toronto ON 

Canada M4W 3M5 

E nick.crowe@shawmedia.ca 

George Csicsery 

Producer 
Zala Films 
Pob 22833 
Oakland CA 
USA 94609 
T 510-428-9284 
F 510-428-9273 
E geocsi@zalafilms.com 
W www.zalafilms.com 

Bob Culbert 

Culbert Productions and Consulting 
116 Boardwalk Drive 
Toronto ON 
Canada M4L 3X4 
T 416-804-6985 
E culbert@rogers.com 


Sarah Cunliffe 

Executive Producer 

Big Wave Productions 

156 St. Pancras 

Chichester 

UKP0197SH 

T+44 124 353 2531 

F+44 124 353 2153 

E sarahcunliffe@bigwavetv.com 

W www.bigwavetv.com 

Judith Curran 

Executive Producer 
NHNZ 

5 Melville Street 
Dunedin 

New Zealand 9016 
T +64 34 799799 
F +64 34 799917 
Ejcurran@nhnz.tv 
W www.nhnz.tv 

Roberto Dali'Angelo 

Managing Director 
SD Cinematografica 
Lungotevere Delle Navi, 19 
Rome 
Italy 196 

T +39 063 215114 
F +39 066 4520220 
E roberto.dallangelo@ 
sdcinematografica.it 
W www.sdcinematografica.it 

Emily Dalton 

Creative Director 

DSP (Darlow Smithson Productions) 

1 st Floor, Shepherds Building Central, 

Charecroft Way 

London 

UKW140EE 

T+44 207 482 9602 

E Emily.Dalton@dsp.tv 

W www.dsp.tv 

Tina Dalton 

Joint Managing Director 
Wild Fury Pty Ltd 

737 New South Head Road, Level 2A 
Rose Bay NSW 
Australia 2029 
T +61 4 1274 8131 
E bettina@wildvisuals.com.au 
W www.wildfury.com.au 

Sue Dando 

Executive Producer, 

The Nature of Things 
CBC 

205 Wellington St. W 
Toronto ON 
Canada M5V3G7 
T 416-205-8682 
F416-205-2209 
E sue.dando@cbc.ca 


Raynald Daoust 

Producer-Coordinator, 

La semaine verte 
Societe Radio-Canada 
888 St-Jean 
Quebec QC 
Canada G1R 5H6 
T 418-656-8901 
F 418-656-8925 

E raynald.daoust@radio-canada.ca 
W www.radio-canada.ca/emissions/ 
la_semaine_verte/2012-2013/ 

Kathy Davidov 

Senior Executive Producer, 
Documentaries 
Al Jazeera America 
1627 K St. NW 
Washington DC 
USA 20006 
T 202-496-4621 
E kathy.davidov@aljazeera.net 

Martin Davidson 

Commissioning Editor, History and 

Business Programming 

BBC 

BBC New Broadcasting House, 

Zone D—Floor 6, Portland Place 
London 
UKW1A 1AA 
T +44 780 959 7576 
E martin.davidson@bbc.co.uk 
W www.bbc.co.uk 

Hanna Davies 

Business Development Manager 

ITN Source 

200 Gray's Inn Road 

London 

UKWC1X8XZ 

T +44 792 049 4408 

E hanna.davies@itnsource.com 

W www.itnsource.com 

Sarah T. Davies 

Vice President of Production and 
Development, Factual Programming 
Discovery Networks International 
1 Discovery Place 
Silver Spring MD 
USA 20910 
T 240-662-5526 

E Sarah_Davies@Discovery.com 

Andrew Davies-Coward 

Joint Managing Director 
422 South CGI and Visual FX 
103 Whiteladies Road 
Bristol 
UK BS8 2PB 
T +44 783 118 2832 
E adc@422.com 
W www.422south.com 


Tamara Dawit 

Producer 
Gobez Media 
622-55 Stewart Street 
Toronto ON 
Canada M5V2V1 
T 416-473-3595 
E tamara@gobez.ca 

Leighton De Barros 

CEO/Executive Producer 
Sea Dog TV International 
PO Box 2125 
Marmion WA 
Australia 6020 
T +61 4 0799 6534 
F +61 8 9246 5085 

E leighton@seadogtvinternational.com 
W www.seadogtvinternational.com 

Martin de la Fouchardiere 

Producer 
Films a Cinq 

49 Rue De Rochechouart 
Paris 

France 75009 
T +33 1 53 25 03 05 
E mfouchardiere@filmsacinq.com 

Sheila De La Varende 

Director of International Promotion 
Telefilm Canada 
Montreal QC 
Canada 

T 514-283-6363x2238 
E sheila.delavarende@telefilm.ca 

Victoire De Mones 

Head of Sales 
One Planet 
44 rue du temple 
Paris 

France 75004 
T +33 1 53 09 91 52 
E victoire.demones@oneplanet.fr 
W www.oneplanet.fr 

Germaine Deagan Sweet 

SVP Global Content Sales 
National Geographic Channel 
1145 17th Street NW 
Washington DC 
USA 20036 
T 202-912-6674 
E Gdeagan@natgeotv.com 
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Jeremy Dear 

SVP Programming 

Pioneer Productions 

32 Galena Road, Hammersmith 

London 

UKW6 0LT 

T+44 208 748 0888 

F +44 208 748 7888 

Ejeremy.dear@pioneertv.com 

W www.pioneertv.com 

Mark Dee-Shapland 

Sales Manager 
Off the Fence 
Herengracht 105-107 
Amsterdam 
Netherlands 1015BE 
T +31 20 520 0222 
E mark@offthefence.com 

Hannah Demidowicz 

Commissioning Executive and Head 
Of Programmes Europe National 
Geographic Channels International 
Shepherds Building East, Richmond Way 
London 
UKW14 0DQ 
T+44 207 751 7677 
E hannah.demidowicz@fox.com 

Nicolas Deschamps 

Producer 

MC4 

France 

T +33 1 41 04 96 84 
E n.deschamps@mc4.fr 

Claudine Desjardins 

Producer-ldeator 
Tropismes Medias 
7 Rue Miramont 
Saint-Hippolyte QC 
Canada J8A 2X8 
T514-910-9797 

E claudine@tropismesmedias.com 

Christian Dezer 

Head of Department Documentary 
ZDF German Televison 
ZDF Strasse 1 
Mainz 

Germany 55100 
T +49 6131 7014535 
F +49 6131 7014979 
E dezer.c@zdf.de 


Fernando Dias 

Producer 
Grifa Filmes 

General Furtado Do Nascimento 
740 Cj 125 
Sao Paulo 
Brazil 5465070 
T+55-1130218330 
F+55-1137969354 
E fernando@grifafilmes.com 
W www.grifafilmes.com/en/ 

Mauricio Dias 

Director 
Grifa Filmes 

Rua General Furtado Do Nascimento 
740 Cj 125 
Sao Paulo 
Brazil 5465070 
T+55-1130218330 
F+55-1137969354 
E mauricio@grifafilmes.com 
W www.grifafilmes.com/en/ 

Denise Dilanni 

Senior Executive In Charge 
WGBH 

1 Guest Street 
Boston MA 
USA 2135 
T 617-300-3404 
E denise_diianni@wgbh.org 

Diego D'lnnocenzo 

CEO 

Terra SRL 

Via Monte Giberto 15 00138 

Rome 

Italy 138 

T+39 335 6673210 
F +39 689 685889 
E diegodin@tin.it 
W www.terra.tv.it 

Claire Dion 

Associate Director 
Bell Fund, IPF, Cogeco Fund 
4 200 St-Laurent # 503 
Montreal QC 
Canada H2T2H5 
T 514 845-4334 
F 514 845-5498 
E cdion@ipf.ca 
W www.bellfund.ca 


lain Dodgeon 

Creative Partnerships Manager 

WellcomeTrust 

UK 

T +44 790 464 3023 
E i.dodgeon@wellcome.ac.uk 

Jonathan Drake 

Director 

Impossible Pictures Factual 
11 c Gower Mews 
London 
UKWC1E6HP 
T +44 207 408 2550 
Ejonathan.drake@ 
threeriverstudios.co.uk 

Rosvita Dransfeld 

Producer 
ID Productions 
105,10169 -104 Street 
Edmonton AB 
Canada T5J1A5 
T 780-288-0463 
E rosie@idproductions.ca 
W www.idproductions.ca 

Catherine Drolet 

Producer 
Films de I'Oeil inc. 

5323 de Brebeuf, Suite 200 
Montreal QC 
Canada H2J3L8 

E catherinedrolet@filmsdeloeil.com 
Wfilmsdeloeil.com 

Paul Duddridge 

Head of Entertainment 
TV4 

1680 Vine Street 
Hollywood CA 
USA 90028 
T 323-608-6488 
E paul@paulduddridge.com 

Ludo Dufour 

Sales Manager 
Off the Fence 
Herengracht 105-107 
Amsterdam 
Netherlands 1015BE 
T +31 20 520 0219 
F +31 20 520 0223 
E ludo@offthefence.com 
W www.offthefence.com 


Malcolm Dixelius 

Project Manager 
Deep Sea Productions 
Rydboholms Gard 
Akersberga 
Sweden SE-18494 
T+46 704222650 
E malcolm@deepsea.se 
W www.deepsea.se 


David Dugan 

Chairman 
Windfall Films 
1 Underwood Row 
London 
UKN1 7 LZ 
T+44 207 251 7676 
F +44 207 253 8468 
E dugan@windfallfilms.com 
W www.windfallfilms.com 

Elaine Dumont 

Director, International Affairs 
SODEC 

215 rue Saint-Jacques, bureau 800 
Montreal QC 
Canada H2Y1M6 
T 514-841-2221 

E elaine.dumont@sodec.gouv.qc.ca 
W www.sodec.gouv.qc.ca 

Ian Duncan 

Company Director 
Windfall Films 
1 Underwood Row 
London 
UKN1 7 LZ 
T+44 207 251 7676 
F +44 207 253 8468 
E ian@windfallfilms.com 
W www.windfallfilms.com 

Petro Duszara 

Director/Producer 

WAM 

1303 Greene Ave Suite 300 
Montreal QC 
Canada H3Z 2A7 
T 514-846-1940 
F 514-846-1550 
E petro@whalleyabbey.com 
W www.whalleyabbey.com 

Vanessa Dylyn 

President 

Matter of Fact Media 
258 Wallace Ave., Suite 104 
Toronto ON 
Canada M6P 3M9 
T 416-534-3099 

E Vanessa@matteroffactmedia.com 
W www.matteroffactmedia.com 

Marlene Edoyan 

Producer/Filmmaker 
Productions Multi-Monde 
4067 Boul. St-Laurent, Suite 201 
Montreal QC 
Canada H2W1Y7 
T 514-842-4047 
F 514-842-9858 
E medoyan@pmm.qc.ca 
W www.pmm.qc.ca 
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Alex Eilts 

Research Associate/lndependent 
Producer 

University of Minnesota 

1987 Upper Buford Circle, 100 Ecology 

St. Paul MN 

USA 55108 

T 612-626-3443 

E eilts@umn.edu 

Havva Eisenbaum 

Vice President, Program Development 
OffThe Fence 

1438 N. Gower Street, Bldg 74 
Hollywood CA 
USA 90028 
T 310-709-1197 
E havva@offthefence.com 

Hoda Elatawi 

Senior Producer/VP Production 
GAPC Entertainment Inc. 

1550 Laperriere Avenue, Suite 102 
Ottawa ON 
Canada K1Z7T2 
T613-723-3316 
F 613 723-8583 
E helatawi@gapc.com 
W www.gapcentertainment.com 

David Elisco 

Director of Development 
Tangled Bank Studios 
4000 Jones Bridge Road 
Chevy Chase MD 
USA 20815 
E eliscod@hhmi.org 

Christian Elliott 

Producer/Director 
Insight Media Works Inc. 

419 Elm St. 

Sudbury ON 
Canada P3C 1W3 
T705 626-7656 
E christianelliott@mac.com 

Diana El-Osta 

Coordinating Producer, Development 
Al Jazeera America 
1627 K St. NW 
Washington DC 
USA 20006 
T 202-496-4641 
E diana.elosta@aljazeera.net 
W america.aljazeera.com/ 

Karin Embacher 

Filmmaker/Author 
Abbild-Agentur 
Neuhofstr. 41 
Moenchengladbach 
Germany 41061 
T+49 1609 6696549 
E Karin.Embacher@t-online.de 


Charlotte Engel 

Producer/Owner 
RockYenta Productions 
290 Westmoreland Avenue 
Toronto ON 
Canada M6H 3A5 
T 416-770-8669 
E rockyenta@gmail.com 
W rockyenta.com 

Alan Erson 

General Manager Australia, 

Head Of Factual 

Essential Media and Entertainment 
Level 2,6a Nelson St, Annandale 
Sydney NSW 
Australia 2038 
T +61 2 8568 3100 
E alan.erson@essential-media.com 

Fabrice Esteve 

Producer 

Yuzu Productions 

30 Rue Colonel Delorme 

Montreuil 

France 93100 

T+33 6 87 47 22 27 

E f.esteve@yuzu-productions.com 

W www.yuzu-productions.com 

Georgina Eyre 

Head of Acquisitions 
Off the Fence 
105-107 Herengracht 
Amsterdam 
Netherlands 1015BE 
T +31 20 520 0222 
E georgina@offthefence.com 
W www.offthefence.com 

Phil Fairclough 

EVP Development And Production 
NHNZ 

Suite 3 1707 N St. NW 
Washington DC 
USA 20036 
T 202-415-2601 
E philnhnz@gmail.com 
W www.nhnz.tv 

John Farren 

Creative Director 

360Production 

10 Northland Road 

Derry City 

UKBT48 7JD 

T+44 287 130 9950 

Ejohn.farren@360production.com 

W www.360production.com 


Isabella Federigi 

Content Buyer—Factual and Drama 

Tele-Quebec 

1000, rue Fullum 

Montreal QC 

Canada H2K3L7 

T 514-521-2424x2423 

E ifederigi@telequebec.tv 

W www.telequebec.tv 

Craig Ferguson 

Writer/Director 
Arcadia Content 
6454 Quinpool Road 
Halifax NS 
Canada B3L 1A9 
T 902-488-3415 
E craig@arcadiatv.com 
W arcadiatv.com/ 

Pat Ferns 

President and Executive Producer 
Ferns Productions 
151 Denison Road 
Victoria BC 
Canada V8S 4K2 
T 250-721-1887 
F 250-721-1897 
E pat@fernsproductions.com 
W www.fernsproductions.com 

Ina Fichman 

President/Executive Producer 
Intuitive Pictures 
1973 Falardeau Street 
Montreal QC 
Canada H2K2L9 
T 514-527-6045 
F 514-527-9625 
E ina@intuitivepictures.ca 
W www.intuitivepictures.ca 

Katharina Finger 

Senior Commissioning Editor for 
Science Documentaries 
ZDF German Televison 
Sendezentrum 2 
Mainz 

Germany 55100 
T+49 6131 7017784 
F+49 6131 7016496 
E Finger.K@zdf.de 
W www.3sat.de 

Florian Flakenstein 

Vice President Factual Kabeleins 
ProSiebenSat.1 TV Deutschland 
Medienalle 7 
Unterohring 
Germany 85774 
T +49 8995 072234 
F +49 8995 0792234 
E florian.falkenstein@ 
prosiebensat1.com 


Colleen Flynn 

Head of Development 

Keo films Ltd 

9-10 Great Sutton Street 

London 

UKEC1V0BX 

T+44 207 490 3580 

E colleen.flynn@keofilms.com 

Sarah Jane Flynn 

Senior Director, 

Original Factual Content 
Shaw Media 
121 Bloor Street East 
Toronto ON 
Canada M4W3M5 
T 416-324-7455 

E sarahjane.flynn@shawmedia.ca 

Edwina Follows 

Director, Commissioning 
and Production 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4224 
E edwina.follows@bellmedia.ca 
W discoverychannel.ca 

Meredith Fowke 

Content Producer, Development 

Pixcom Productions 

444 St-Paul Est 

Montreal QC 

Canada H2Y 3V1 

T 514-931-1188 

E mfowke@pixcom.com 

Howard Fraiberg 

President 
Proximity Films 
229 Booth Ave. 

Toronto ON 
Canada M4M 2M7 
T 416-722-4567 
E howard@proximityfilms.ca 
W proximityfilms.ca 

Victoria Frodsham 

Producer/Production Manager 
Independent 
411-78 Richmond St 
Vancouver & Montreal BC 
Canada V3L5T2 
T 778-858-2010 
E vix@telus.net 
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Veronica Fury 

Producer and Joint Managing Director 
Wild Fury Pty Ltd 
PO Box 153 Coorparoo 
Brisbane Qld 
Australia 4151 
T +61 7 3891 7779 
F +61 7 3891 7717 
E veronica@wildfury.com.au 
W www.wildfury.com.au 

Guyader Gaelle 

Executive Producer 
Docside Production 
40 Rue De L'eglise 
Paris 

France 75015 
T +33 1 40 57 40 58 
E g.guyader@docsideproduction.fr 

Henry Gagnon 

President 
HG Distribution 
249 De Cleves 
Laval QC 

Canada H7M 4W5 
T 514-944-8038 

E henry@hgagnondistribution.com 
W www.hgagnondistribution.com 

Jennifer Gardy 

Host/Science Communicator 
CBC, Discovery Canada 
3669 Maxwell Street 
Vancouver BC 
Canada V5N0B3 
T 604-837-5366 
Ejennifer.gardy@gmail.com 
W www.jennifergardy.com 

Paul Gasek 

Producer/Writer/Narrator 
Stony Brook Films 
1002 Stony Brook Road 
Brewster MA 
USA 2631 
T 508-725-0064 
E sbfilms@comcast.net 

Anthony Geffen 

CEO and Executive Producer 

Atlantic Productions 

Brook Green Flouse, 4 Rowan Road 

Hammersmith 

UKW6 7DU 

T+44 208 735 9311 

F +44 208 735 9333 

E anthonyg@atlanticproductions.co.uk 


Arnie Gelbart 

CEO & Executive Producer 
Galafilm 
443 St-vincent 
Montreal QC 
Canada H2Y 3A6 
T 514-273-4252x6245 
F514-273-8689 
E agelbart@galafilm.com 
W www.galafilm.com 

Lucinda Gergley-Garner 

Head of Sales & Acquisitions, 

North America 
Cineflix Rights 

366 Adelaide Street West, Suite 300 
Toronto ON 
Canada M5V1R9 
T 416-646-1144x354 
E lgergleygarner@cineflix.com 
W www.cineflixrights.com 

Yusmal Ghazali 

Head of Production 
Armeria Sdn Bhd 
Menara Mutiara Bangsar 
Kuala Lumpur 
Malaysia 

T+60 16 211 4732 
E yusmalg@yahoo.com 

Laetitia Giansily-Doyle 

Sales and Acquisitions Representative 

for the Americas, Australia, Iberia & 

Middle East 

Terranoa/US Office 

5101 River Road 

Bethesda MD 

USA 20816 

T 202-621-3823 

E ldoyle@terranoa.com 

W www.terranoa.com 

Wolfram Giese 

Managing Director 
K22 film&entertainment 
Poststr. 37 
Mainz 

Germany 55126 
T +49 1609 6240340 
E wolfram@k22film.de 
W www.k22film.de 

Fiona Gilroy 

Content Sales & Acquisitions Director 
Flame Distribution 
PO Box 469 
Artarmon NSW 
Australia 1570 
T +61 2 8065 4899 
F +61 2 8084 8705 
E fgilroy@flamedistribution.com 
W flamedistribution.com 


Louise Girard 

Development Producer 
Productions Nova Media 
34, Gamble Est, Bureau 201 
Rouyn-Noranda QC 
Canada J9X3B7 
T 819-797-6454 
F 819-797-4945 

E lgirard@productionsnovamedia.com 
W www.productionsnovamedia.com 

Roxane Girard 

Director, CMF Program Administrator 
Telefilm Canada 
Montreal QC 
Canada 

T 514-283-6363 x2205 
E roxane.girard@telefilm.ca 

Gary Glassman 

Executive Prod ucer/Writer/Di rector 

Providence Pictures 

60 Eddy Street 

Providence Rl 

USA 2903 

T 401-455-1450 

F 401-455-1451 

E gary@providencepictures.com 
W www.providencepictures.com 

Bruce Glawson 

Executive Producer, Programming 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4546 
E bruce.glawson@bellmedia.ca 
W discovery.ca 

David Glover 

Senior Commissioning Editor, 
Specialist Factual 
Channel 4 
124 Horseferry Road 
London 
UK SW1P 2TX 
T +44 207 306 3778 
E dglover@channel4.co.uk 
W www.4producers.co.uk 

Ron Goetz 

Executive Producer/Executive Vice 

President 

Partners In Motion 

604 Columbia Street Suite 470 

New Westminster BC 

Canada V3M 1A5 

T 604 764 9233 

F 778-397-1790 

E rgoetz@partnersinmotion.com 


Christiane Goetz-Sobel 

Head of Department Science 

and Technology 

ZDF German Television 

ZDF Strasse 1 

Mainz 

Germany 85774 
T+49 8999 551562 
F+49 6131 709702 
E goetz-sobel.c@zdf.de 
W www.zdf.de 

Patrice Goldberg 

Head of Sciences Department/ 
producer/editor In Chief 
RTBF 

52, Reyers Boulevard—Local 2c54 
Brussels 
Belgium 1044 
T+32-2-737-4104 
F +32-2-737-4807 
E pag@rtbf.be 

W www.rtbf.be/matieregrise 

Richard Goldthorpe 

Business Development Manager 
British Pathe 
The Media Centre, 

3-8 Carburton Street 
London 
UKW1W5AJ 
T+44 207 665 8343 
F +44 207 665 9601 
E richard@britishpathe.com 

Nicolas Goldzahl 

Managing Director 
System TV 
47 rue Paul Bert 
Boulogne 
France 92100 
T +33 1 55 38 20 21 
E nicolas@systemtv.fr 
W www.systemtv.fr 

Harriet Gordon Getzels 

Co-Owner 

Getzels Gordon Productions 
4922 Fairmont Ave. 

Bethesda MD 
USA 20814 
T 301-312-8510 
E harriet@getzelsgordon.com 
W www.getzelsgordon.com 

Georg Graffe 

Head of Department Terra X 
ZDF German Television 
ZDF Strasse 1 
Mainz 

Germany 55100 
T+49 6131 702218 
E Graffe.G@zdf.de 
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Isabelle Graziadey 

Head of International Sales 
And Acquisitions 
Terranoa 

155, Rue De Charonne 
Paris 

France 75011 
T +33 1 55 25 5941 
F +33 1 55 25 59 03 
E igraziadey@terranoa.com 
W www.terranoa.com 

Melissa Green 

VP Sales and Co-productions, Factual 
BBC Worldwide America 
1120 Ave Of The Americas, 5th FI 
New York NY 
USA 10036 
T212-705-9445 
E melissa.green@bbc.com 

Valerie Grenon 

Producer 

Camera Lucida productions 

4 Cite Griset 

Paris 

France 75011 
T +33 1 49 29 51 90 
F +33 1 49 29 51 98 
E vgrenon@cameralucida.fr 

Sam Griffin 

Investment Development 
Manager, Documentary 
Screen Australia 
45 Jones Street, Level 7 
Sydney NSW 
Australia 2007 
T +61 28113 1012 
E sam.griffin@screenaustralia.gov.au 

Romain Grumbach 

Head of Production 
Galaxie Presse 

76 Rue Du Faubourg St Denis 
Paris 

France 75010 
T +33 1 44 83 07 27 
E rgrumbach@galaxie-presse.fr 
W galaxie-presse.fr 

Ulrike Grunewald 

Commissioning Editor 
ZDF 

ZDF Strasse 1 
Mainz 

Germany 55100 
T +49 6131 7014488 
F+49 6131 7016876 
E grunewald.u@zdf.de 
W www.zdf.de 


Blanche Guichou 

Producer 

Agat Films &Cie 

52, Rue Jean-PierreTimbaud 

Paris 

France 75011 
T +33 6 80 98 5649 
F +33 1 43 57 00 22 
E blanche.guichou@agatfilms.com 
W www.agatfilms.com 

Andreas Gutzeit 

Co-President 
Story House Productions 
2233 Wisconsin Ave NW, #420 
Washington DC 
USA 20007 
T 202-464-7246 
E gutzeit@storyhousepro.com 

Chris Hadfield 

Astronaut 

Independent 

Canada 

Evan Hadingham 

Senior Science Editor 
A/OWWGBH 
One Guest Street 
Boston MA 
USA 2135 
T 617-300-4355 
F 617-300-1003 

E evan_hadingham@wgbh.org 
W www.pbs.org/nova 

Bjorn Hagberg 

Producer 

Deep Sea Productions 
Rydboholms Gard 
Akersberga 
Sweden SE-18494 
T+46 708326226 
E bjorn@deepsea.se 

Barbara Hager 

Producer 

Aarrow Productions, Inc. 

301-1321 Blanshard Avenue 
Victoria BC 
Canada V8W0B6 
T 250-415-2150 
E bhager@shaw.ca 

Geoff Haines-Stiles 

Producer, Director, Writer 
Passport to Knowledge/GHSPi 
27 Washington Valley Road 
Morristown NJ 
USA 7960 
T973-656-9403 
F 973-656-9813 

E ghs@passporttoknowledge.com 
W earththeoperatorsmaual.com 


Criss Hajek 

Head of Production & Business Affairs 
Stornoway Productions 
1200 Bay Street, Suite 304 
Toronto ON 
Canada M5R 2A5 
T 416-923-1104 
F 416-923-1122 
E chajek@stornoway.com 
W www.stornowayproductions.com 

Carl Hall 

Managing Director 
Sky Vision 
5 Station Approach 
Chorleywood 
UKWD3 5PF 
T+44-192-328-6886 
F +44 192 328 6686 
E carl.hall@bskyb.com 
W sky.com/skyvision 

Nan Halperin 

Business Development Manager 
ITN Source 

48 Wall Street, Suite 1100 
New York NY 
USA 10005 
T 646 723 9544 
E nan.halperin@itnsource.com 
W www.itnsource.com 

Elliott Halpern 

President 
YAP Films 

96 Spadina Avenue, Suite 205 
Toronto ON 
Canada M5V2J6 
T 416-504-6662 
F 416-504-6667 
E ehalpern@yapfilms.com 
W www.yapfilms.com 

Sam Halpern 

Development Researcher 
YAP Films 

96 Spadina Avenue, Suite 205 
Toronto ON 
Canada M5V2J6 
T 416-504-3662 
F 416-504-3667 
E shalpern@yapfilms.com 
W www.yapfilms.com 

Peter Hamilton 

Managing Director 

DocumentaryTelevision.com 

424 Henry St 

Brooklyn NY 

USA 11231 

T 718-624-3660 

E r2k@verizon.net 

W www.documentarytelevision.com 


Alice Hamlett 

Head of Programming and 

Acquisitions 

TVF International 

375 City Road 

London 

UKEC1V1NB 

T +44 759 578 0949 

E alice.hamlett@tvf.co.uk 

W www.tvfinternational.com 

Aaron Hancox 

Driector, Sales & Development 

Markham Street Films 

487 Adelaide Street West, Suite 201 

Toronto ON 

Canada M5V1T4 

T 416-536-1390 

E ahancox@markhamstreet.com 

Alan Handel 

President, Executive Producer 
Handel Productions 
424 Rue Guy, Suite 110 
Montreal QC 
Canada H3J 1S6 
T 514-487-1881 
F 514-487-7796 
E alan@handelproductions.ca 
W www.handelproductions.ca 

Clare Handford 

Head of Factual 
Tiger Aspect 

4th Floor, Shepherds Building Central, 

Charecroft Way, London 

London 

UKW140EE 

T +44 779 217 9875 

E clarehandford@tigeraspect.co.uk 

W www.tigeraspect.co.uk 

Ann Harbron 

Managing Director 

Muse Entertainment Enterprises Inc. 

171 East Liberty Street #272 
Toronto ON 
Canada M6K3P6 
T 416-306-6473 
E aharbron@muse.ca 

Eamon Hardy 

Executive Producer 
BBC 

BBC New Broadcasting House, 

Portland Place 

London 

UKW1A1AA 

T+44 773 496 6306 

E Eamon.hardy@bbc.co.uk 
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Ross Harper 

Executive Producer 
IWC Media 

93-97 St. Georges Road 

Glasgow 

UKG36JA 

T+44 141 353 8465 

E ross.harper@iwcmedia.co.uk 

W www.iwcmedia.co.uk 

Scott Harper 

Producer/Director 
Sunday Night Entertainment 
199 Clinton St. 

Toronto ON 
Canada M6G 2Y4 
T 416-919-4829 
E scott@sundaynight.ca 

Kate Harrison 

President 

Cream Productions 

380 Adelaide Street West, 3rd Floor 

Toronto ON 

Canada M5V 1R7 

T 416-979-8458x237 

E kharrison@creamproductions.ca 

Robbie Hart 

Producer-Director 
Adobe Productions International 
5283 Av Du Parc #5 
Montreal QC 
Canada H2V4G9 
T 514-272-3113 
F 514-272-3301 

E courrier@adobeproductions.com 

Eric Harwood 

Creative Director 

Western Front Films 

Room 1, The Cou rt, The Street 

Charmouth 

UKDT6 6PE 

T+44 779 630 8209 

E eric.harwood@western-front.co.uk 

James Hawes 

Director 

Independent 

London 

UK 

E mail@jameshawes.com 

John Hay 

Commissioning Editor, Specialist 

Factual 

Channel 4 

124 Horseferry Road 

London 

UKSW1P2TX 

T+44 207 306 3863 

Ejhay@channel4.co.uk 

W www.channel4.com/ 


Alan Hayling 

Editorial Director 

Renegade Pictures 

Unit 2b 6 Erskine Road 

London 

UK NW3 3AJ 

T +44 207 449 3202 

E alan.hayling@renegadepictures.tv 

W www.renegadepictures.co.uk 

Klaus Heckenhahn 

Deputy Flead of Department 

Terra Xpress 

ZDF German Television 

ZDF Strasse 1 

Mainz 

Germany 55100 
T+49 6131 7012202 
E heckenhahn.k@zdf.de 

Mark Hedgecoe 

Executive Producer 
BBC 

40 Pacific Quay 

Glasgow 

UKG51 IDA 

T +44 795 763 8161 

E mark.hedgecoe@bbc.co.uk 

W www.bbc.co.uk 

Karin Heineman 

Executive Producer 
American Institute of Physics 
One Physics Ellipse 
College Park MD 
USA 20740 
T 301-209-3089 
E kheinema@aip.org 
W www.insidescience.org/television 

Jukka-pekka Heiskanen 

Executive Producer 

YLE 

PI 90 

Helsinki 

Finland 24 

T+358 4 0830 2967 

Ejukka-pekka.heiskanen@yle.fi 

W www.yle.fi 

Isabelle Helle 

Director, German Speaking Europe 
BBC Worldwide Germany 
Kaiser-Wilhelm Ring 17-21 
Cologne 
Germany 50672 
T +49 2217 90790 
F +49 2207 9079100 
E isabelle.helle@bbc.com 


Justina Hemperek 

Manager, Factual Acquisitions 
Entertainment OneTelevision 
International 

2nd Floor, 20 Soho Square 
London 
UKW1D3QW 
T+44 207 907 0154 
E jhemperek@entonegroup.com 

Gordon Henderson 

President 

90th Parallel Productions 
203 Gerrard St. E. 

Toronto ON 
Canada M5A 2E7 
T 416-364-9090 
F 416-364-0580 
E gordon@90thparallel.ca 
W www.90thparallel.ca 

Brett Hendrie 

Executive Director 
Hot Docs 

110 Spadina Avenue, Suite 333 
Toronto ON 
Canada M5V2K4 
T416-203-2155 
E bhendrie@hotdocs.ca 

Ian Herring 

President 

Parallax Film Productions 
973 Stevens Street 
White Rock BC 
Canada V4B 4X5 
T 604-531-2244 
E iherring@parallaxfilm.com 
W www.parallaxfilm.com 

Janet Hess 

Series Editor 

Thirteen/WNET 

825 8th Avenue, 14th Floor 

New York NY 

USA 10019-7435 

T 212-560-2874 

E hess@thirteen.org 

Alexander Hesse 

Managing Director 

Gruppe 5 Filmproduktion 

Kartaeuserwall 19-21 

Cologne 

Germany 50678 

T+49 2211 6801645 

F +49 2211 6801640 

E Alexander.Hesse@gruppe5film.de 

W www.gruppe5film.de 


Jonathan Hewes 

Head of International 

Wall To Wall 

85 Gray's Inn Road 

London 

UKWC1X8TX 

T+44 207 241 9377 

F +44 207 267 5292 

Ejonathan.hewes@walltowall.co.uk 

W www.walltowall.co.uk 

James Heyward 

Executive Producer 
Making Movies 
195 Ponsonby Road 
Auckland 
New Zealand 1001 
T+64 99 215832 
E info@moviesnz.com 
W www.docs.moviesnz.com 

Chris Hilton 

CEO & Executive Producer 
Essential Media and Entertainment 
Level 2,6a Nelson St, Annandale 
Sydney NSW 
Australia 2038 
T +61 2 8568 3100 
F +61 5 9519 2326 
E chris.hilton@essential-media.com 
W www.essential-media.com 

Kenneth Hirsch 

Executive Producer/President 
PMA Productions Inc. 

1617 Selkirk Ave. 

Montreal QC 
Canada H3H 1C7 
T 514 939-2509 
F 514 939-2518 

E khirsch@pmaproductions.com 
W www.pmaproductions.com 

Kirsten Hoehne 

Deputy Head Documentary 

Department 

Spiegel TV 

Eriscusspitze 1 

Hamburg 

Germany 20457 

T+49 4030 108343 

E kirsten_hoehne@spiegel-tv.de 

Chris Hoelzl 

Vice President, Program Development 

Smithsonian Networks 

1225 19th Street 

Washington DC 

USA 20036 

T 202-261-1702 

E c.hoelzl@smithsoniannetworks.com 
W www.smithsonianchannel.com 
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Karina Holden 

Jack Horwitz 

Nicky Huggett 

Yuko Ito 

Head of Production and Development 

Chair ex-officio 

Head of Development 

Senior Program Director, Content 

Northern Pictures 

Canadian Film Institute 

Rare Day 

Marketing 

226/122 Lang Road, Fox 

34 Ivy Cres 

2nd Floor, 44-46 New Inn Yard 

NHK 

Entertainment Quarter, Moore Park 

Ottawa ON 

London 

2-2-1 Jinnan, Shibuya-ku 

Sydney NSW 

Canada KIM 1X6 

UKEC2A3EY 

Tokyo 

Australia 2021 

T 613-791-0351 

T+44 207 729 8699 

Japan 150-8001 

T +61 2 9331 8131 

Ejack@horwitz.ca 

E nicky@rareday.co.uk 

T+81-3-5455-6055 

E karina@northernpictures.com.au 

W www.cfi-icf.ca/ 

W www.rareday.co.uk/ 

E ito.y-ey@nhk.or.jp 

Kristina Hollstein 

Aline Houdy 

Steve Humphries 

Llion Iwan 

Director Acquisitions & 

Producer 

Managing Director 

Factual Content Commissioner 

Coproductions Documentaries ZDF 

TGA 

Testimony Films 

Doc Fictoria 

ZDF Enterprises GmbH 

4 Rue Germaine Richier 

12 Great George Street 

Caernarfon 

Erich-dombrowski-str. 1 

Tours 

Bristol 

UK LL55 1TH 

Mainz 

France 37000 

UKB51 5RS 

T+44 128 667 4622 

Germany 55127 

T+33-61-802-2656 

T+44-117-925-778 

F+44 128 667 6611 

T+49 6131 9911835 

E aline.houdy@gmail.com 

E steve.humphries@testimonyfilms. 

E llion.iwan@s4c.co.uk 

F+49 6131 9911502 

W www.tga.fr 

com 

W www.s4c.co.uk 

E kristina.hollstein@zdf-enterprises.de 

W www.zdf-enterprises.de 

Thomas Houkjaer 

W www.testimonyfilms.com 

Joanne P. Jackson 


Head of History Department 

Stephen Hunter 

Producer 

Sabine Holzer 

DR 

VP, Production and Development 

Brilliant Red Media/SongbirdSOS 

Head ofTV 

Emil Holms Kanal 1 

National Geographic Channels 

Productions 

Terra Mater Factual Studios 

Copenhagen 

International 

14 Hettersley Drive 

Wambachergasse 2 

Denmark 999 

1145 17th Street NW 

Ajax ON 

Vienna 

T +45-2-964-7137 

Washington DC 

Canada LIT 1N8 

Austria A-1130 

Ethoh@dr.dk 

USA 20036 

T 416-801-1118 

T +43-1 -87003-27611 


T 202-912-6596 

Ejoannejackson@sympatico.ca 

F+43-1-87003-27609 

Ruifang Hua 

F 202-912-6694 

W www.songbirdsos.com 

E sabine.holzer@terramater.at 

Head of European 

E shunter@natgeotv.com 


W www.terramater.com 

Business Development 

W channel.nationalgeographic.com/ 

Simcha Jacobovfci 


Rare Media 

channel 

Director/Producer 

Beth Hoppe 

No.38 Shuangliubei Street, 


Associated Producers Ltd. 

Chief Programming Executive 

Chaoyang District 

Lilia Hurst 

1001-110 Spadina Avenue 

and General Manager, General 

Beijing 

Joint MD 

Toronto ON 

Audience Programming 

China 100024 

DRIVE 

Canada M5V2K4 

PBS 

T+86 135 2091 5730 

2nd Floor Bankstock Building, 42/44 

T 416-504-6662 

2100 Crystal Drive 

E huaruifang@raredoc.com 

DeBeauvoir Crescent 

F 416-504-6667 

Arlington VA 


London 

E sjacobovici@apltd.ca 

USA 22202 

Marita Hubinger 

UKN15SB 

W www.apltd.ca 

T 703-739-5349 

Senior Commissioning Editor 

T+44 203 150 2762 


E bchoppe@pbs.org 

and Head, Wissen/ARTE 

E lilla@drive-tv.co.uk 

Riitta Jalonen 

W www.pbs.org 

ZDF 

W www.drive-tv.co.uk 

Commissioner, Factuals 


ZDF Strasse 1 


YLE 

Sayumi Horie 

Mainz 

Robyn Hutt 

Yleisradio, Box 97 

Senior Producer 

Germany 55127 

President 

Helsinki 

NHK 

T +49 6131 7012338 

Mad Hive Media Inc. 

Finland 24 

2-2-1 Jinnan, Shibuya-ku 

F+49 6131 7019869 

250The Esplanade, Suite 129 

T+358 4 0830 2981 

Tokyo 

E huebinger.m@zdf.de 

Toronto ON 

F+358 9 1480 2421 

Japan 150-8001 

W arte, tv 

Canada M5A1J2 

E riitta.jalonen@yle.fi 

T+81-3-5455-2586 


T416-216-7119 

W www.yie.ff 

F +81-3-3481-2811 

Anne Hufnagel 

F416-216-5031 


E horie.s-gg@nhk.or.jp 

Director Program Sales 

E rhutt@madhivemediagroup.com 

Jasper James 


Autentic Distribution GmbH 

W madhivemediagroup.com 

Founder 

Patrick Horl 

Ludwigstrasse 11 


Screen Glue Ltd. 

Founder and Managing Director 

Cologne 

Fadi Issa 

London 

Autentic 

Germany 50667 

Director, Marketing 

UK 

Grunwalder Weg 28d 

T +49 2212 0352728 

Discovery Canada Networks 

T +44 775 374 1142 

Oberhaching 

E a.hufnagel@autentic.com 

9 Channel Nine Court 

Ejasper@screenglue.com 

Germany 82041 

W https://www.autentic.om 

Toronto ON 

W www.screenglue.com 

T +49 8967 3469831 


Canada M1S4B5 


F +49 8967 3469888 


T416-384-4217 


E p.hoerl@autentic.com 

W www.autentic.com 


E Fadi.lssa@bellmedia.ca 
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Tessa James 

Financial Director 
Lion Television 
26 Paddenswick Road 
London 
UKW6 0UB 
T+44 788 927 0981 
E tessa.james@liontv.co.uk 
W www.liontv.com 

Tara Jan 

Head of Production 
Kensington Communications 
451 Adelaide Street West 
Toronto ON 
Canada M5V 1T1 
T 416-504-9822 x223 
F 416-504-3608 
E tara@kensingtontv.com 

Yves Jeanneau 

CEO 

Sunny Side of the Doc 
21 bis quai Maubec 
La Rochelle 
France 17000 
T +33 6 07 87 38 55 
E yves@sunnysideofthedoc.com 
W www.sunnysideofthedoc.com 

Joan Jenkinson 

VP Independent Production 
ZoomerMedia—VisionTV 
64 Jefferson Ave. 

Toronto ON 
Canada M6K 1Y4 
T416-917-8291 
F 416-368-9774 

Ejoan.jenkinson@zoomermedia.ca 
W www.visiontv.ca 

Merit Jensen Carr 

Executive Producer 
Merit Motion Pictures 
248 Princess Street 
Winnipeg MB 
Canada R3B1 M2 
T 204-775-4092 
F 204-783-2311 

E merit@meritmotionpictures.com 
W www.meritmotionpictures.com 

Daniele Joerg 

Series Editor, W wie Wissen 
WDR 

Appellhofplatz 1 
Cologne 
Germany 50667 
T +49 2212 202813 
E daniele.joerg@wdr.de 
W www.wdr.de 


Andrew Johnson 

Production Executive, Original 

Factual Content 

Shaw Media 

121 Bloor Street East 

Toronto ON 

Canada M4W 3M5 

T416-966-7203 

F 416-324-7423 

E AndrewJohnson@shawmedia.ca 

Ann Julienne 

Head of International Development 
France Televisions 
2 Rue Marceau 
Issy-les-Moulineaux 
France 92785 CEDEX 9 
T +33 1 56 22 94 45 
E ann.julienne@francetv.fr 
W www.francetelevisions.fr 

Leif Kaldor 

Producer 
Zoot Pictures 
2060 Broad St. 

Regina SK 
CanadaS4P1Y3 
T1 306 565 3311 
F 306-565-2731 
E leif@zootpictures.com 
W www.zootpictures.com 

Audrey Kamga 

Sales Manager 
ARTE France 
8 rue Marceau 
Issy-les-Moulineaux 
France 92130 
T +33 1 55 00 70 81 
F +33 1 55 00 80 65 
E a-kamga@artefrance.fr 
W www.artepro.com/sales 

David Kaplan 

Managing Partner 
PF Productions 
USA 

Michael Kaschner 

Senior Producer/Director 
ZDF Digital Medienproduktion 
ZDF Strasse 1 
Mainz 

Germany 55127 
T +49 6131 5533115 
E Kaschner.M@zdf-digital.com 


Valentine Kass 

Deputy Division Director (acting), 
Program Director 
National Science Foundation 
4201 Wilson Boulevard, Suite 885 
Arlington VA 
USA 22230 
T 703-292-5095 
F 703-292-9044 
E vkass@nsf.gov 
W www.nsf.gov 

Hiroaki Katayama 

Producer, Science Programs 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-8540 
E katayama.h-hk@nhk.or.jp 

Alice Keens-Soper 

Head of Specialist Factual 
Oxford Scientific Films 
21 -22 Warwick Street, 2nd Floor 
London 
UKW1B5NE 
T+44 203 551 4600 
E aliceks@oxfordscientificfilms.tv 
W www.oxfordscientificfilms.tv/ 

Mike Kelley 

Programming Executive and 
Vice President of Content and 
Business Affairs 
PBS 

Arlington VA 
USA 

E mdkelley@pbs.org 

Paul Kemp 

President/Executive Producer 
Stornoway Productions 
1200 Bay Street, Suite 1004 
Toronto ON 
Canada M5R 2A5 
T 416-859-6595 
F 416-923-1122 
E pkemp@stornoway.com 
W www.stornowayproductions.com 

Justine Kershaw 

Co-Owner 
Blink Films 
Bankstock Building, 

42-44 De Beauvoir Crescent 

London 

UKN1 5SB 

T +44 203 150 0777 

F+44 203 150 0778 

Ejustine.kershaw@blinkfilmsuk.com 

W www.blinkfilmsuk.com 


Elina Kewitz 

Managing Director 
NEW DOCS 
Raderberger Str. 145 
Cologne 
Germany 50968 
T+49 2211 6819743 
F+49 2211 6819747 
E elina.kewitz@newdocs.de 
W www.newdocs.de 

Cecile Kiegel 

Producer 

Gedeon Programmes 
155 rue de Charonne 
Paris 

France 75011 
T +33 1 55 25 59 62 
F +33 1 55 25 59 00 
E ckiegel@gedeonprogrammes.com 
W www.gedeonprogrammes.com 

Paul Kilback 

Creative Director 
Saloon Media 

358 Dufferin Street, Suite 201 
Toronto ON 
Canada M6K 1Z8 
T 416-554-4442 
E pkilback@saloonmedia.com 
W www.saloon-media.com 

Andrew Killawee 

Writer/Director 
Arcadia Content 
6454 Quinpool Rd 
Halifax NS 
Canada B3L 1A9 
T 902-446-3414 
E andrew@arcadiatv.com 

Susanne Klein 

Producer/Director 

ifs International Filmschool 

Cologne 

Germany 

T+49 2219 523666 
E sklein@sparkmedia.de 

Elizabeth Klinck 

Visual Researcher and Copyright 
Clearance Specialist 
E Klinck Research 
282 Napier Street 
Collingwood ON 
Canada L9Y3T3 
T 705-445-9962 
F 705-445-9630 
E e.klinck@rogers.com 
W www.elizabethklinck.com 
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Veronika Klusakova 

Program Assistant 
Academia Film Olomouc 
Univerzitni 3 
Olomouc 

Czech Republic 77900 
T +420 732749477 
E klusakova@afo.cz 
W www.afo.cz 

Tom Koch 

Vice President 

PBS International 

10 Guest Street 

Boston MA 

USA 2135 

T 617-208-0735 

F 617-208-0783 

Ejtkoch@pbs.org 

W www.pbsinternational.org 

Walter Kohler 

CEO 

Terra Mater Factual Studios 
Wambachergasse 2 
Vienna 

Austria A-1130 
T+43-1-87003-27611 
F +43-1 -87003-27609 
E monika.reisinger@terramater.at 
W www.terramater.com 

Jakub Korda 

Director of Festival 
Academia Film Olomouc 
Univerzitni 3 
Olomouc 

Czech Republic 77147 
T +420 731476294 
E korda@afo.cz 
W afo.cz 

Michael Kot 

CEO 

Saloon Media 

358 Dufferin Street, Suite 201 
Toronto ON 
Canada M6K 1Z8 
T 416-913-0998x323 
E mkot@saloonmedia.com 
W www.saloonmedia.com 

Nicolas Koutsikas 

Producer 

Georama TV Productions 
2 Mairie Strasse 
Cadours 
France 31480 
T +33 9 72 19 81 36 
F +33 9 58 85 62 50 
E nkoutsikas@georamatv.com 
W www.carbon-the-fjlm.com 


Nina Kradepohl 

Producer 

ifs International Filmschool 
Germany 
E nk@pypfilm.com 

Frank Kraljic 

Producer/Director 
Deep Sky Productions 
9340 N. 92nd St. Suite 202 
Scottsdale AZ 
USA 85258 
T 480-980-4280 
Efjkraljic@cox.net 
W www.deepskyproductions.com 

Sylvie Krasker 

Director of Development And 
Business Affaires 
Fata Morgana Productions Inc 
4121 Avenue Wilson 
Montreal QC 
Canada FI4A 2V1 
T 514 585 7914 
E krasfm@sympatico.ca 

Sabine Krayenbuhl 

Co-Director 

Between the Rivers Productions 
C/o Postfactory, 233 Spring Street, 
4th FI 

New York NY 
USA 10013 
T 646-220-7751 

E sabine@lettersfrombaghdad.com 
W www.lettersfrombaghdad.com 

Michael Kronish 

Executive Producer 
Zone 3 inc 

1055 Rene-levesque Suite 900 
Montreal QC 
Canada FI2L4S5 
T 514-284-5555 
E mkronish@zone3.ca 
W www.zone3.ca/en 

John Kuyk 

President 

CMJ Productions II Inc. 

640 Notre Dame, Suite 100 
Saint-Lambert QC 
Canada J4P 2L1 
T 450-731-4242 
F 450-671-1508 
Ej.kuyk@cmjprod.ca 
W www.cmjprod.ca 


Yves Lafontaine 

Producer 

Productions Nova Media 
34, Gamble Est Bureau 201 
Rouyn-Noranda QC 
Canada J9X3B7 
T 819-797-6454 
F 819-797-4945 
Eylafontaine@ 
productionsnovamedia.com 
W productionsnovamedia.com 

Anne Laking 

Head of Specialist Factual 
STV Productions 
Pacific Quay 
Glasgow 
UKG51 1PQ 
T+44 141 300 3305 
E anne.laking@stv.tv 

Eli Laliberte 

Producer 
Groupe PVP inc. 

296, Rue St-pierre 
Matane QC 
Canada G4W2B9 
T 418-566-2040 
F 418-562-4643 
E info@pvp.ca 

Stephan Lamby 

General Manager 
ECO Media TV Produktion 
Vorsetzen 53 
Hamburg 
Germany 20459 
T+49 4031 790500 
F+49 4031 790505 
E lamby@ecomediatv.de 
W www.ecomediatv.de 

Robert Lang 

President/Executive Producer 
Kensington Communications 
451 Adelaide Street West 
Toronto ON 
Canada M5V 1T1 
T 416-504-9822 x226 
F 416-504-3608 
E rlang@kensingtontv.com 
W www.kensingtontv.com 

Emmanuel Laurent 

Producer/Director 

RTE 

49, Rue De Rochechouart 
Paris 

France 75009 
T +33 1 53 25 03 05 
F +33 1 53 25 03 06 
E elaurent@filmsacinq.com 
W www.filmacinq.com 


Aidan Laverty 

Executive Producer 
BBC 

New Broadcasting House, 

07c- H05-12, Portland Place 
London 
UKW1A 1AA 
T +44 208 008 0366 
F +44 208 752 6989 
E aidan.laverty@bbc.co.uk 
W www.bbc.co.uk/programmes/ 
b006mgxf 

Brian Lavin 

Senior Manager, Development 
Discovery Communications 
One Discovery Place 
Silver Spring MD 
USA 20910 
T 240-662-7218 
E Brian_Lavin@discovery.com 

Mindy Laxer 

Vice President & General Manager 
Apartment 11 Productions 
828 St. Catherine St. East, Suite 200 
Montreal QC 
Canada H2L2E3 
T 514-282-0776 
F 514-282-0796 
E mindy@apartment11 .tv 

Dr. Lisa Lazareck 

Public Engagement Adviser 
WellcomeTrust 
215 Euston Road 
London 
UKNW1 2BE 
T+44 207 611 8853 
E l.lazareck@wellcome.ac.uk 
W www.wellcome.ac.uk 

Christine Le Goff 

Producer 

Newen Distribution 
TELFRANCE, 71 rue de la Victoire 
Paris 

France 75009 
T +33 1 53 78 70 26 
E legoff@telfrance.fr 
W www.telfrance.com 

Veronique Le Sayec 

Project Manager, Exportation 

Television 

SODEC 

215 rue Saint-Jacques, bureau 800 
Montreal QC 
Canada H2Y1M6 
T 514-841-2209 

E Veronique.LeSayec@sodec.gouv.qc.ca 
W www.sodec.gouvqc.ca 
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Tony Leadman 

Head ofWorldwide 
Program Distribution 
Exploration Production Inc. 

9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4410 
F 416-384-4208 
E tony.leadman@bellmedia.ca 
W www.exploration.ca 

Juliette Lecuyer 

international Information Analyst 
TV France International 
5 rue Cernuschi—F 
Paris 

France 75017 

Ejuliette@tvfrance-intl.com 

Christine Lee 

Acquisitions Programmer 
TVO 

2180Yonge Street 
Toronto ON 
Canada M4T 2T1 
T 416-484-2602 
F+416-484-4519 
E clee@tvo.org 
W www.tvo.org 

Ralph Lee 

Head of Factual 
Channel 4 
124 Horseferry Road 
London 
UKSW1P2TX 
T+44 207 306 8283 
E RLee@Channel4.co.uk 
W www.channel4.com 

Susan Lee 

Head of Acquisitions 

Earth-Touch Ltd 

5th Floor, Fairgate House, 

78 New Oxford Street 
London 
UKWC1A 1HB 
T+44 771 224 7169 
E susan@earthtouchuk.com 
W earthtouchtvsales.com/ 

llkka Lehtinen 

Head of Factual 

YLE Finnish Broadcasting Company 

Radiokatu 5 

Helsinki 

Finland 200 

T+358 4 0500 7963 

E ilkka.lehtinen@yle.fi 


Alison Leigh 

Editorial Director 
WCSFP Ltd 
Australia 

T +61 4 2526 4921 
E alisonleighwcsfp@me.com 

Maija Leivo 

Executive Producer 
Parallax Film Productions 
973 Stevens Street 
White Rock BC 
Canada V4B 4X5 
T 604-531-2244 
E maija@parallaxfilm.com 

Helene Leroux 

Head Of Science And 
Environmental Programming 
Societe Radio-Canada 
1400 East Rene Levesque 
Montreal QC 
Canada H2L2M2 
T 514-597-4961 
F 514-597-7829 

E helene.leroux@radio-canada.ca 
W radio-canada.ca/decouverte 

Amy Letourneau 

Senior Director, Acquisitions 
PBS Distribution 
Arlington VA 
USA 

E arletourneau@pbs.org 
W shopPBS.org 

Mark Levinson 

Managing Partner 
PF Productions 
USA 

E levinsonmark@earthlink.net 

Mark Lewis 

Executive Producer 
FremantleMedia 

4000 West Alameda Ave, 2nd Floor 
Burbank CA 
USA 91505 
T 818-748-1373 

E mark.lewis@fremantlemedia.com 

Paul Lewis 

President and General Manager 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4206 
F 416-384-4202 
E paul.lewis@bellmedia.ca 
W www.discovery.ca 


Jin Li 

Project Manager, Office of 
Managing Director 
CCTV Documentary Channel 
Room 438, Jingchengjiufang Hotel, 
No.11 Yangfangdian Road, 

Haidian District 
Beijing 

China 100038 
T +86 10 8824 3891 
E lijinjosh@gmail.com 

Daniel Libby 

Videographer & Editor 
Pixel Dreams 
Toronto ON 
Canada 

T 416-451-0423 
E liberty@pixeldreams.com 
W pixeldreams.com 

Richard Life 

Commercial Director And 
Development Consultant 
Cream Productions 
380 Adelaide Street West, 3rd Floor 
Toronto ON 
Canada M5V1R7 
T 416-979-8458 
E rlife@creamproductions.ca 

Thomas Lin 

Managing Editor 

Quanta Magazine / Simons 

Foundation 

160 Fifth Avenue, 7th Floor 
New York NY 
USA 10010 
T 212-524-1613 
E tlin@simonsfoundation.org 
W www.simonsfoundation.org/ 
quanta/ 

Elvira Lind 

Head of Acquisitions and Sales 

Spiegel TV 

Ericusspitze 1 

Hamburg 

Germany 20457 

T+49 4030 108259 

F+49 4030 108430 

E Elvira_Lind@spiegel-tv.de 

W www.spiegeltvdistribution.com 

Jon Lindley 

Commercial Manager 

BBC Knowledge & Daytime 

Room 4600, White City, 201 Wood 

Lane 

London 

UKW12 7TS 

Ejon.lindley@bbc.co.uk 


Stan Lipsey 

Executive Producer 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4352 
F 416-384-4275 
E stan.lipsey@bellmedia.ca 

Jocelyn Little 

Managing Director 

Beach House Pictures 

189 New Bridge Road, #03-01/02 

Singapore 

Singapore 59422 

T +65 9764 6188 

E Jocelyn@beachhousepictures.com 
W www.beachhousepictures.com 

Wen Liu 

Managing Director 
CCTV Documentary Channel 
Room 438, Jingchengjiufang Hotel, 
No.11 Yangfangdian Road, 

Haidian District 
Beijing 

China 100038 
T+86 10 8824 3891 
E ouruizhi@163.com 

Tom Lofthouse 

Vice President, Programming 
and Production 
Discovery Digital Networks 
2415 3rd Street, Suite 232 
San Francisco CA 
USA 94107 
T 510-414-8460 
E tlofthouse@discoverydn.com 

Wally Longul 

President/Executive Producer 
JKJ-TV International 
43 Merrylynn Dr. 

Richmond Hill ON 
Canada L4C 5B2 
T416-988-5216 
E wlongul@rogers.com 

Bertrand Lossignol 

Vice President Sales & 

Acquisitions, Television 
France Televisions Distribution 
1 Boulevard Victor, Immeuble Le Barjac 
Paris 

France 75015 
T +33 1 56 22 90 46 
F +33 1 56 22 90 96 
E bertrand.lossignol@francetv.fr 
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Jim Louderback 

CEO, Revision3 
Discovery Communications 
San Francisco CA 
USA 

Ejim@discoverydn.com 

Rachel Low 

Partner/Executive Producer 
Mad Hive Media Inc. 

250The Esplanade, Suite 129 
Toronto ON 
Canada M5A1J2 
T 416-216-7119 
F 416-216-5031 

E rlow@madhivemediagroup.com 
W www.madhivemediagroup.com 

Bertrand Loyer 

President/Producer 
Saint Thomas Productions 
Village D'entreprises Saint Henri, 

Rue Anne Gacon- Bat 302 
Marseille 
France 13016 
T +33 4 95 06 80 68 
F +33 4 95 06 80 67 
E b.loyer@saint-thomas.net 
W www.saint-thomas.net 

Lydia Lubon 

Producer 

Red Communications 
Kuala Lumpur 
Malaysia 

T+60 129125312 
E lydia@red.com.my 

John Lynch 

Chairman, WCSFP Board Of Directors 

Words Make Pictures 

Granard Lodge, Putney Park Lane 

London 

UKSW15 5HU 

T+44 780 220 8547 

Ejohnlynchmedia@gmail.com 

Dietmar Lyssy 

Director & Producer 
Bilderfest GmbH 
Adi-Maislinger-Strasse 9 
Munich 

Germany 81373 
T +49 8918 9435513 
F +49 8918 9435555 
E lyssy@bilderfest.de 
W www.bilderfest.de 

Claire Macdonald 

VP and Publisher 

Realscreen 

Canada 

T 416-408-0858 
E cmacdonald@brunico.com 


Ken MacDonald 

Vice President, Programming 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4359 
F 416-384-4275 

E ken.macdonald@bellmedia.ca 
W www.discovery.ca 

Catherine MacLeod 

Senior VP, Specialty Channels 
Bell Media Inc. 

299 Queen Street West 
Toronto ON 
Canada M5V2Z5 
T 416-384-5084 

E catherine.macleod@bellmedia.ca 

Steve Maher 

Creative Director 
Impossible Pictures Factual 
11 c Gower Mews 
London 
UKWC1E6HP 
T+44 207 408 2550 
E gwyn@firestep.net 

Leslea Mair 

President 
Zoot Pictures 
#2-222 Osborne Street 
Winnipeg MB 
Canada R3L1Z3 
T 204-256-3311 
E leslea@zootpictures.com 
W www.zootpictures.com 

Debbie Manners 

Managing Director 

Keo films Ltd 

9-10 Great Sutton Street 

London 

UK EC1V0BX 

T+44 207 490 3580 

E debbie.manners@keofilms.com 

Bill Margol 

Development and Production 
PBS 

Arlington VA 
USA 

E blmargol@pbs.org 

Zena Marks 

Researcher/Assistant Producer 

Independent 

UK 

T+44 776 437 4882 
E z.a.marks@googlemail.com 


Pia Maria Marquard 

Consulatant 

pia marquard consulting 
983 Rue Napoleon 
Montreal QC 
Canada H2L1C6 
T 514-980-0150 
E piamarquard@videotron.ca 

Harry Marshall 

Creative Director 
Icon Films 

3rd Floor College House, 

32-36 College Green 

Bristol 

UK BS1 5SP 

T+44 117 910 2030 

F+44 117 9102031 

E harry.marshall@iconfilms.co.uk 

W www.iconfilms.co.uk 

Laura Marshall 

Managing Director 
Icon Films 

3rd Floor College House, 

32-36 College Green 

Bristol 

UK BS1 5SP 

T+44 117 910 2030 

E laura.marshall@iconfilms.co.uk 

W www.iconfilms.co.uk 

Marcia Martin 

Senior Vice President, Original Content 

Blue Ant Media 

130 Merton Street 

Toronto ON 

Canada M4S 1A4 

E Marcia. martin@blueantmedia.ca 

Thibaut Martin 

Producer 
Docland Yard 
155 rue de Charonne 
Paris 

France 75011 
T +33 155 255 921 

E tmartin@gedeonprogrammes.com 
W wwww.gedeonprogrammes.com 

Luc Martin-Gousset 

Producer 

Point du Jour International 
23 Rue De Cronstadt 
Paris 

France 75015 
T +33 1 75 44 80 88 
E l.martingousset@pointdujour.fr 


Yuji Maruyama 

Producer, Science Programs 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-6079 
E maruyama.y-es@nhk.or.jp 

Carlo Massarella 

Company Director 
Windfall Films 
1 Underwood Row 
London 
UKN1 7LZ 
T+44 207 251 7676 
F +44 207 253 8468 
E carlo@windfallfilms.com 
W www.windfalfilms.com 

Kelly Masterson 

Playwright/Screen Writer 

Independent 

USA 

E kmasterson532@verizon.net 

Gloria Matthews 

Director, Production 
Exploration Production Inc. 

9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4261 

E gloria.matthews@bellmedia.ca 
W www.exploration.ca 

Dugald Maudsley 

Executive Producer/President 
Infield Fly Productions 
166 Courcelette Rd 
Toronto ON 
Canada Ml N2T2 
T 416-694-9985 
F 647-345-3533 
E infieldfly@rogers.com 
W www.infieldflyproductions.com 

Vijay Mavjee 

CEO & Executive Producer 
RedSiesta Films 

8Wolseley Avenue, Wimbledon Park 

London 

UKSW198BQ 

T+44 797 372 4719 

E vijay@redsiestafilms.tv 
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Michael Mavretic 

Senior Director of Development 
National Geographic Channel 
1145 17th Street NW 
Washington DC 
USA 20036 
T 202-912-6683 
F 202-912-6510 
E mmavretic@natgeotv.com 
W www.natgeotv.com 

Loren Mawhinney 

VP, Factual Entertainment 
eOne Television 
145 King St East, Suite 300 
Toronto ON 
Canada M4W3R8 
T 416-309-4200 

E lmawhinney@entonegroup.com 

Joseph Maxwell 

Commissioning Editor 
Special Broadcasting Service (SBS) 
Locked Bag 028 
Crows Nest NSW 
Australia 1585 
T +61 2 9430 3905 
F +61 2 9430 3865 
Ejoseph.maxwell@sbs.com.au 

Heinrich Mayer 

Producer 
Interspot Film 
Walter Jurmann Gasse 4 
Vienna 
Austria 1230 
T +43-1 -80120-420 
F +43-1 -80120-222 
E mayer@interspot.at 
W www.interspot.at 

Jennifer McAuley 

Executive Producer 

Fill the Frame Productions Ltd. 

35 Wheatfield Road 
Toronto ON 
Canada M8V2P5 
T 416-697-1927 
Ejennifer@filltheframe.ca 
W www.filltheframe.ca 

Karen McCairley 

Executive Producer 
Exploration Production Inc. 

9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4396 

E karen.mccairley@bellmedia.ca 


Sarah McCormack 

Sales & Acquisitions Manager— 

North America 

Flame Distribution 

PO Box 469 

Artarmon NSW 

Australia 1570 

T +44 7949 789 179 

E smccormack@flamedistribution.com 

Suzanne McKenna 

Head of Science, History & 
Documentaries, Content & Production 
BBC Worldwide 
Room Mcl b4, Media Centre, 

201 Wood Lane 

London 

UKW12 7TQ 

T+44 208 433 3102 

E suzanne.mckenna@bbc.com 

W www.bbcworldwide.com 

Kelly McKeown 

Executive Producer, Daily Planet 
Exploration Production Inc. 

9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
E kelly.mckeown@bellmedia.ca 

Liz McLeod 

Executive Producer 

True North Productions 

3rd Floor, East Wing, Marshall Mills, 

Marshall Street 

Leeds 

UK LS11 9YP 
T+44 113 394 5478 
E LMcLeod@truenorth.tv 

Kirstie McLure 

Managing Director 
Pioneer Productions 
32 Galena Road, Hammersmith 
London 
UKW6 0LT 
T+44 208 748 0888 
F +44 208 748 7888 
E kirstie.mclure@pioneertv.com 
W www.pioneertv.com 

Michael McMahon 

President and Executive Producer 
Primitive Entertainment 
585 Bloor Street West, Suite 300 
Toronto ON 
Canada M6G 1K5 
T416-531-3087 
F 416-531-4961 
E michael@primitive.net 
W www.primitive.net 


David McNab 

Creative Director 
Tip Top Television Ltd 
32 Fitzroy Square 
London 
UKW1T6EX 
T+44 771 424 2729 
E david@tiptoptv.net 

Michael McNamara 

Co-President 

Markham Street Films 

487 Adelaide Street West, Suite 201 

Toronto ON 

Canada M5V1T4 

T 416-536-1390 x223 

F416-536-7986 

E mmcnamara@markhamstreet.com 
W www.markhamstreet.com 

Larkin McPhee 

President 

Larkin McPhee Productions, LLC 
1800 Dupont Avenue South 
Minneapolis MN 
USA 55403 
T612-865-2416 
F 612-377-5921 
E lmcphee@visi.com 

Subaidah Md.Top 

Director Production Management 
National Film Development 
Corporation Malaysia (FINAS) 

Kuala Lumpur 
Malaysia 

T+60 13 330 2593 
E subaidah@fmas.gov.my 

Derek Mead 

Editor-in-Chief, Motherboard 
Vice Media 
97 N. 10th Street 
Brooklyn NY 
USA 11211 
T 530-368-6946 
E derek@motherboard.tv 
W motherboard.vice.com 

Caitlin Meek-O'Connor 

Acquisitions Manager, Factual 
& Factual Entertainment 
DRG 

62-65 Chandos Place 
London 
UKWC2N4HG 
T +44 782 783 0949 
E c.meekoconnor@drg.tv 
W www.drg.tv 


Felicity Mehendale 

Consultant Cleft & Plastic Surgeon, 
Honorary Senior Leturer, 

University of Edinburgh 
Royal Hospital for Sick Children 
Edinburgh 
UKEH9 ILF 
T +44 771 410 4095 
E felicity.mehendale@gmail.com 
W www.linkedin.com/pub/felicity- 
vidya-mehendale/14/50a/5a7 

Viveka Melki 

Producer/Director 
Tortuga Films 
10, Rue De L'Eveche Est 
Rimouski QC 
Canada G5L1X4 
T 418-740-3064 
E vmelki@tortugafilms.ca 

Wolfgang Merkel 

Executive Producer/Head of 
Documentary Department 
Red Bull Media House GmbH 
Oberst-Lepperdinger-Str. 11-15 
Wals bei Salzburg 
Austria A-5071 
T+43-66-22240-28465 
F +43-66-22240-29465 
E Wolfgang. merkel@ 
at.redbullmediahouse.com 
W www.redbullmediahouse.com 

Nicola Merola 

President 

Pixcom Productions Inc. 

444 St-Paul Est 
Montreal QC 
Canada H2Y 3V1 
T 514-931-1188 
E nmerola@pixcom.com 
W www.pixcom.com 

Mario Miazga 

Co-President 
Newroad Media 

317 Adelaide Street West, Suite 520 
Toronto ON 
Canada M6G1T5 
T 416-887-2756 
E marlo@newroadmedia.ca 

Claire Miller 

Commercial Manager 
BBC 

Room 4600, White City, 

201 Wood Lane 
London 
UKW12 7TS 
T+44 208 752 5750 
F +44 208 752 6465 
E claire.miller@bbc.co.uk 
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Stephane Milliere 

President 

Gedeon Programmes 
155 rue de Charonne 
Paris 

France 75011 
T +33 1 55 25 59 21 
F +33 1 55 25 59 00 
E smilliere@gedeonprogrammes.com 
W www.gedeonprogrammes.com 

JC Mills 

Director of Development 
National Geographic Channel 
1145 17th Street NW 
Washington DC 
USA 20036 
T 212-378-1964 
Ejmills@natgeotv.com 

Laurent Mini 

Producer 

La Compagnie desTaxi Brousse 
98 Rue Jean PierreTimbaud 
Paris 

France 75011 
T +33 1 40 21 59 59 
F +33 1 40 21 59 79 
E lmini@cie-taxibrousse.com 
W www.cie-taxibrousse.com 

Thierry Mino 

Deputy Head of Documentaries 

& Acquisitions and International 

Co-Productions 

France Televisions 

2-4 rue Marceau 

Issy-les-Moulineaux 

France 92130 

T +33 1 56 229 191 

E thierry.mino@francetv.fr 

Christopher Mitchell 

Managing Director 
OR Media 

5-6 Portland Mews, Soho 

London 

UKW1F8JG 

T+44 207 437 1336 

E christopher.mitchell@ormedia.co.uk 

Kayoko Mitsumatsu 

Interpreter 

NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 


Chi-yung Moh 

Co-Prinicipal investigator 
Scicommtw 

6f„ No.15, Aly. 47, Ln. 458, Beian Rd. 
Taipei City 
Taiwan 104 
T+886-912-579-600 
E moh.chiyung@gmail.com 
W www.scicommtw.com 

Jens Monath 

Editor Department History and Society 
ZDF German Television 
ZDF Strasse 1 
Mainz 

Germany 55100 
T +49 6131 7016733 
F+49 6131 706876 
E monath.j@zdf.de 
W www.zdf.de 

Leila Monks 

Vice President Commercial & 

Current Production 
Zig Zag Productions 
13-14 Great Sutton St 
London 
UK EC1V0BX 
T +44 207 017 8755 
F +44 207 017 8750 
E leila.monks@zigzag.uk.com 
W www.zigzag.uk.com 

Bob Moore 

Producer 
EYESTEELFILM 
7095 Marconi, Suite 201 
Montreal QC 
Canada H2S 3K4 
T 514-292-4762 
E bob@eyesteelfilm.com 

John Morris 

Commercial Director 

Atlantic Productions 

Brook Green House, 4 Rowan Road 

Hammersmith 

UKW6 7DU 

T+44 208 735 9314 

Ejohnm@atlanticproductions.co.uk 

W www.atlanticproductions.co.uk 

Jonnie Morris 

Director 

Jonnie Morris Productions 
Bird—1/274 Barkly St Brunswick 
Melbourne Vic 
Australia 3765 
T +61 4 0136 6557 
Ejonnie.morris@gmail.com 


Frances Mary Morrison 

Senior Producer, The Nature of Things 
CBC 

PO Box 500 Station A 
Toronto ON 
Canada M5W1E6 
T 416-205-6572 
F 416-205-6119 
E frances-m.morrison@cbc.ca 
W www.cbc.ca/natureofthings 

Gillian Mosely 

Company Director 
medialab 

36a Lambs Conduit Street 
London 
UKWC1N 3LD 
T +44 795 890 5195 
E gillianmosely@medialabuk.com 
W www.medialabuk.com 

Natalie Mueller-Elmau 

Deputy Managing Director, Culture, 

History and Science 

ZDF 

ZDF Strasse 1 
Mainz 

Germany 55100 
T +49 6131 7018260 
F+49 6131 7019493 
E mueller-elmau.n@zdf.de 
W www.zdf.de 

Catherine Muema 

Production Coordinator 

On Screen Productions Ltd 

45956 

Nairobi 

Kenya 100 

T +254 720 604248 

E cathymuema@gmail.com 

Derek Muller 

Creator 

Veritasium 

2415 Lawson Avenue 
West Vancouver BC 
Canada V7V2E7 
T 604-925-4606 
E veritasium@gmail.com 
W youtube.com/veritasium 

Lena Muller 

Co-Production Manager, 

Western Europe 
BBC Worldwide 
201 Wood Lane 
London 
UKW12 7TQ 
T +44 208433 3714 
E lena.muller@bbc.com 


Selin Murat 

Producer 
Parabola Films 
210b Mozart West 
Montreal QC 
Canada H2S 1C4 
T 514-602-1042 
E selin@parabolafilms.ca 
W www.parabolafilms.ca 

John Murray 

Producer 

Crossing the Line Productions 

Barr An Uisce, Killincarrig Road, 

Greystones 

Wicklow 

Ireland 

T +35 387 250 2418 
E joh n m u rray@ctlfi I ms.com 
W www.ctlfilms.com 

Naofumi Nakamura 

Senior Producer, Special Content 

Development Center 

NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-2576 
E nakamura.n-hs@nhk.or.jp 

Simon Nasht 

Filmmaker and Founder 
Smith & Nasht 

14 Meagher Street, Chippendale 
Sydney NSW 
Australia 2008 
T +61 4 0509 0202 
E simon@nasht.com 
W www.smithandnasht.com 

Mohd Nazrul 

Assistant Director Production 
Management 

National Film Development 
Corporation Malaysia (FINAS) 
Kuala Lumpur 
Malaysia 

T+60 19 237 2367 
E nazfinas@gmail.com 

Stephane Nicolopoulos 

Director/Producer 

Thelos 

50 Rue Rambuteau 
Paris 

France 75003 
T+336 1867 8661 
E steph@thelos.tv 
W www.thelos.tv 
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Christine Nielsen 

Creative Director 
Pixcom Productions Inc. 

444 St-Paul Est 
Montreal QC 
Canada H2Y3V1 
T 514-931-1188 
E cnielsen@pixcom.com 

Riley Nimens 

Associate Producer, Daily Planet 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416- 384-4433 
E Riley.Nimens@bellmedia.ca 

Atsushi Nishida 

Senior Producer, Science Programs 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-2951 
E nishida.a-gi@nhk.or.jp 

Samuel Noel 

Producer/Director 
Tungsten Films 
4529 Clark #506 
Montreal QC 
Canada H2T2T3 
T 514-435-7883 
E snoel@tungstenfilms.ca 
W www.tungstenfilms.ca 

Alberta Nokes 

Head of Development 
Apartment 11 Productions 
828 St. Catherine St. East, Suite 200 
Montreal QC 
Canada H2L 2E3 
T416-778-8015 
E Alberta@apartmentl 1 .tv 
W www.apartmentl 1 .tv 

Josette D Normandeau 

President 

Ideacom international 
300-1000 Amherst St 
Montreal QC 
Canada H2L3K5 
T 514-849-6966 
F 514-849-0776 
E zenith@istar.ca 
W www.facebook.com/ 
ideacominternational 


Mariana Ochoa 

Producer, Director and Cinematographer 
Jaguarundi 

Calz Desierto De Los Leones 5958 
Casa 36 
Mexico City 
Mexico 1800 
T +5255 55852049 
E a.p.m.ochoa@gmail.com 

Zeva Oelbaum 

Producer/Director 

Between the Rivers Productions, LLC 
C/o Postfactory, 233 Spring Street, 

4th FI 

New York City NY 
USA 10013 
T 201-306-7372 

E zeva@LettersFromBaghdad.com 
W LettersFromBaghdad.com 

Andrew Ogilvie 

CEO and Executive Producer 
Electric Pictures 
33 Canning Highway 
East Fremantle WA 
Australia 6158 
T +61 8 9339 1133 
F +61 8 9339 1183 
E ao@electricpictures.com.au 
W www.electricpictures.com.au 

Koichi Okumura 

Senior Producer, Science Programs 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-2167 
E okumura.k-dy@nhk.or.jp 

Ian Oliveri 

Producer 

InformAction Films 

460 Ste-catherine West, Suite 927 

Montreal QC 

Canada H3B 1A7 

T 514-806-0827 

F 514-284-0772 

E ioliveri@informactionfilms.com 

Alexandra Olsson 

Junior Acquisitions Executive 

Beyond Distribution 

41-42 Berners Street 

London 

UKW1T3NB 

T+44 207 079 0455 

E alexandra@beyonddistribution.com 


Anne Olzmann 

Managing Director 
Albatross World Sales 
Altenburger Str. 7 
Leipzig 

Germany 4275 
T +49 3413 5002560 
E anne@albatrossworldsales.com 
W www.albatrossworldsales.com 

Emma Ong 

Commercial Manager 
BBC 

BBC Media Centre Room Mc4d4, 

201 Wood Lane 

London 

UKW12 7TQ 

T +44 208 752 5071 

E emma.ong@bbc.co.uk 

Jon Ornoy 

President/Producer 
Animal Mother Films 
2834 Victoria Dr 
Vancouver BC 
Canada V5N4L6 
T 778-322-2482 
Ejon@animalmotherfilms.com 

Ailsa Orr 

Creative Director 

Pioneer Productions 

32 Galena Road, Hammersmith 

London 

UKW6 0LT 

T +44 208 748 0888 

E ailsa.orr@pioneertv.com 

Tomoyuki Osato 

Senior Producer 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-2562 
F+81-3-3466-2811 
E osato.t-ge@nhk.or.jp 

Lynn Osborne-Way M.Ed 

Writer/Producer, Buildings That Last 
Heritage Media 

658 Erb St. W, PO Box 22024 Ira 

Needles 

Waterloo ON 

Canada N2T0A2 

T 519-220-9230 

E buildingsthatlast@gmail.com 


Guy O'Sullivan 

President 
Proper Television 
409 King St. West, Suite 201 
Toronto ON 
Canada M5V1K1 
T 416-598-2500 
F 416-598-2550 
E erika@propertelevision.com 
W www.propertelevision.com 

Kathryn Oughtred 

Executive Producer 
Exploration Production Inc. 

9 Channel Nine Court 
Scarborough ON 
Canada MlS4B5 
T 416-384-5052 

E kathryn.oughtred@bellmedia.ca 

Mathieu Paiement 

Development Producer 
BlimpTele Inc. 

225 Roy Street East, Office 204 
Montreal QC 
Canada H2W1M5 
T 514-842-0039x230 
F 514-842-2276 
E m.paiement@blimp.tv 
W www.blimp.tv 

Adam Pajot Gendron 

Producer 

Tortuga Films 

10, Rue De L'Eveche Est 

Rimouski QC 

Canada G5L1X4 

T 418-740-3452 

E agendron@tortugafilms.ca 

Betty Palik 

VP Communications & Factual 
Muse Entertainment Enterprises Inc. 
3451 Rue St Jacques 
Montreal QC 
Canada H4C 1 HI 
T 514-866-6873 
F 514-876-3911 
E bpalik@muse.ca 
W www.muse.ca 

Stefan Pannen 

CEO/Head Of Development 
Berlin Producers 
Prenzlauer Ailee 36 
Berlin 

Germany 10405 
T+49 3047 375858 
E stefan.pannen@berlin-producers.de 
W www.berlin-producers.de 
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David Paperny 

President 

Paperny Entertainment Inc. 

2043 Quebec St 
Vancouver BC 
Canada V5T2Z6 
T 604-228-1960 
F 604-228-1911 

E david@papernyentertainment.com 

Kate Pappas 

Producer 

Independent 

369 Canning St, Carlton North 
Melbourne Vic 
Australia 3065 
T +61 4 0698 0517 
E katepappas.tv@gmail.com 

Michael Parfit 

Vice President 
Mountainside Films 
PO Box 2781 
Sidney BC 
Canada V8L 5Y9 
T 250-589-9574 
E parfitm@aol.com 

Emma Parkins 

Series Producer 

360Production 

11 c Gower Mews 

London 

UKWC1E6HP 

T+44 207 631 9860 

E emma.parkins@360production.com 

W www.360production.com 

Sophie Parrault 

Producer 

Bonne Pioche Television 
188 Rue De La Roquette 
Paris 

France 75011 
T +33 1 49 2946 00 
F +33 1 49 29 93 00 
E parrault@bonnepioche.fr 
W www.bonnepioche.fr 

Brite Pauchet 

Science Writer 

Association des Communicateurs 

Scientifiques 

Montreal QC 

Canada 

E britesciences@gmail.com 

Celine Payot Lehmann 

Head of Distribution and Acquisitions 
ZED 

39 rue des Prairies 
Paris 

France 75020 
T +33 1 53 09 98 76 
E cplehmann@zed.fr 
W www.zed.fr 


Edward Peill 

President 

Tell Tale Productions Inc. 

Suite 531,1657 Barrington St. 

Halifax NS 
Canada B3K1G9 
T 902 497-0888 
F 902-444-9919 
E edward@telltale.tv 
W www.telltale.tv 

Michel Pelletier 

Head of Programming, Explora 
Societe Radio-Canada 
1400 Rene-Levesque East, 

Office A76-81A 
Montreal QC 
Canada H2L2M2 
T 514-597-3626 

E michel.pelletier@radio-canada.ca 
W exploratv.ca/ 

Sonya Pemberton 

Creative Director 
Genepool Productions 
15 Norma Barnett Lane 
Port Melbourne Vic 
Australia 3207 
T +61 3 9646 6678 
F +61 3 9646 6678 
E sonya@genepoolproductions.com 
W www.genepoolproductions.com 

Nadine Pequeneza 

Producer/Director 
HitPlay Productions 
106 Russett Ave. 

Toronto ON 
Canada M6H 3M3 
T416-528-2315 

E pequeneza@hitplayproductions.ca 
W www.hitplayproductions.ca 

Isabel Perez 

Head of Production & Producer 
Mindful Media 
9/31 Church St, Balmain 
Sydney NSW 
Australia 2041 
T +61 2 9810 4005 
F +61 2 9810 9120 
E isabel.marisina@gmail.com 
W www.mindfulmedia.com.au 

Daniel Petry 

Executive Producer 
timtam media 
Christinenstrasse 18 
Berlin 

Germany 10119 
T +49 1723 024103 
F +49 3094 052483 
E dp@timtam.tv 

W cargocollective.com/danielpetry 


Anne Pick 

Producer 

Real to Reel Productions 
3023 Dundas Street West 
Toronto ON 
Canada M6P 1Z4 
T 416-726 4046 
F 416-763-1496 
E annepick@r2r.ca 
W www.r2r.ca 

Sven Pietsch 

Senior Vice President Factual 

ProSiebenSat.1 TV Deutschland GmbH 

Medienallee 7 

Unterfbhring 

Germany 85774 

T +49 8995 072730 

E sven.pietsch@prosiebensat1 .com 

Harriet Pike 

Senior Producer 
Bearcage 
PO Box 300 
Civic Sqare ACT 
Australia 2608 
T +61 2 6248 8444 
F +61 2 6248 8288 
E harriet@bearcage.com.au 
W www.bearcage.com.au 

Clemence Porret 

Head of Acquisitions & Co-Productions 
TV ONLY 

20 cour des Petites Ecuries 
Paris 

France 75010 

E clemence.porret@tv-only.com 
W www.tv-only.com 

Perrine Poubeau 

Commissioning Editor, Acquisitions 
and International Co-Productions 
France Televisions 
France 

T +33 1 56 22 90 00 
E perrine.poubeau@francetv.fr 

Emmanuel Priou 

Producer 

Bonne Pioche Television 
188 Rue De La Roquette 
Paris 

France 75011 
T+33-1-4929-4600 
F +33 1 49 29 93 00 
E priou@bonnepioche.fr 
W www.bonnepioche.fr 


Jesse Prupas 

Vice President Of Development 
and Distribution 

Muse Entertainment Enterprises Inc. 
3451 St-Jacques 
Montreal QC 
Canada H4C 1 HI 
T 514-866-6873 
F 514-876-3911 
Ejprupas@muse.ca 
W www.muse.ca 

Jonas Prupas 

Managing Director 

Muse Entertainment Enterprises Inc. 

171 East Liberty Street #272 

Toronto ON 

Canada M6K3P6 

T 416-306-6473 

E JonasPRUPAS@muse.ca 

Ed Punchard 

Company Director 
Prospero Productions 
21 Blinco Street 
Fremantle 
Australia 6160 
T +61 8 9336 6006 
E ed@prospero.com.au 
W www.prospero.com.au 

Andrea Quesnelle 

Executive Producer 
Electric Pictures 
33 Canning Highway 
East Fremantle WA 
Australia 6158 
T +61 8 93391133 
F +61 8 9339 1183 
E aq@electricpictures.com.au 
W www.electricpictures.com.au 

Kate Quilton 

Multiplatform Commissioning 

Editor, Factual 

Channel 4 

124 Horseferry Road 

London 

UKSW1P2TX 

T+44 207 306 8283 

E kquilton@channel4.co.uk 

Simon Raikes 

Commissioning Editor, Factual 
Channel 5 

10 LowerThames Street 
London 
UKEC3R6EN 
T+44 208 612 7986 
E simon. raikes@five.tv 
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John Railing 

President 
Merlin Ventures 
580 East Lane Drive 
Villa ParkIL 
USA 60181 
T 630-291-5886 
E popupbooks@msn.com 

Jakub Ralis 

Programme Manager 
Academia Film Olomouc 
Krizkovskeho 10 
Olomouc 

Czech Republic 77900 
T +420 774325132 
E ralisjakub@gmail.com 
W www.afo.cz 

Sara Ramsden 

Commissioning Editor, Science 
and Natural History 
Channel 4 
124 Horseferry Road 
London 
UKSW1P2TX 
T+44 207 306 8354 
E sramsden@channel4.co.uk 
W www.4producers.co.uk 

Ann Marie Redmond 

Co-President 

Newroad Media 

317 Adelaide Street West 

Toronto ON 

Canada M4K 1 M2 

T 416-994-0842 

E annmarie@newroadmedia.ca 

Julia Redwood 

Company Director 
Prospero Productions 
21 Blinco Street 
Fremantle 
Australia 6160 
T +61 8 9336 6006 
Ejulia@prospero.com.au 
W www.prospero.com.au 

Johanna Reen 

Producer 

YLE 

Radiokatu 5 
Helsinki 
Finland 24 
T+358 4 0869 1235 
Ejohanna.reen@yle.fi 

Caroline Reiher 

Editor ZDF History 
ZDF German Television 
ZDF Strasse 1 
Mainz 

Germany 55100 
E Reiher.C@zdf.de 


Christine Reisen 

Independent Consultant 

9, Rue De L'asile 

Chatou 

France 78400 

T +33 7 61 01 11 53 

E christine.reisen@gmail.com 

Richard Reisz 

Managing Director 
TV6 Limited 

75 High Street,Tunbridge Wells 
Kent 

UKTN11XZ 
T+44-1892 536999 
F +44 189 253 6062 
E richard.reisz@tv6.co.uk 
W www.tv6.co.uk 

Tilman Remme 

Creative Director 
Picture Films 

139 Roding Court, Emlyn Gardens 
London 
UKW12 9UG 
T+44 799 057 6606 
F +44 208 743 2684 
E tilman@picturefilms.tv 
W www.picturefilms.tv 

Mark Reynolds 

Director of Factual 

BBC Worldwide 

Room Mcl b4, Media Centre, 

201 Wood Lane 
London 
UKW12 7QT 
T+44 208 433 2064 
E mark.reynolds@bbc.com 
W www.bbcworldwide.com 

Maurice Ribiere 

Producer 

La Compagnie desTaxi Brousse 
98 Rue Jean Pierre Timbaud 
Paris 

France 75011 
T +33 1 40 21 59 59 
E mribiere@cie-taxibrousse.com 
W www.cie-taxibrousse.com 

lain Riddick 

Head of Special Projects and 
Digital Media 

DSP (Darlow Smithson Productions) 
1st Floor, Shepherds Building Central, 
Charecroft Way 
London 
UKW140EE 
T+44 207 482 9602 
E lain.Riddick@dsp.tv 
W www.dsp.tv 


Benjamin Ringe 

SVP Development & EP 
NBC Universal, Media 
30 Rockefeller Plaza 
New York NY 
USA 10112 
T 212-664-5932 
F 212-664-7355 

E benjamin.ringe@nbcuni.com 

Ruth Roberts 

Head of Development 

Atlantic Productions 

Brook Green House, 4 Rowan Road 

Hammersmith 

UKW6 7DU 

T +44 208 735 9345 

E ruthr@colossusproductions.co.uk 

Jon Robertson 

Business Development— 

Los Angeles Sales 
Mokko Studio 
USA 

Ejrobertson@mokkostudio.com 

Simon Rodrigue 

Director/Producer 
Creations Tempete Blanche 
772 St-Francois-Xavier 
Terrebonne QC 
Canada J6W6E8 
T 450-416-1259 

E tempeteblanche@hotmail.com 
W www.tempeteblanche.com 

Denman Rooke 

Managing Director 
October Films 
Lymehouse Studios, 

30-31 Lyme Street, Camden 
London 
UK NW1 OEE 
T +44 207 284 6868 
F +44 20 7284 6869 
E denman_rooke@octoberfilms.co.uk 
W www.octoberfilms.co.uk 

Jane Root 

CEO 

Nutopia 

Kirkman House, 1st Floor, 

12—14 Whitfield Street 
London 
UKW1T2RF 
T+44 240 338 6883 
E jane@nutopia.com 
W www.nutopia.com 


Jane Roscoe 

Head of International Content 
SBS Corporation 

Morelands, 2nd Floor, 5-7 Old Street 
London 
UKEC1 9HL 
T+44 207 336 6160 
F +61 29430 3865 
E jane.roscoe@sbs.com.au 

Alison Rose 

Producer/Director/Writer 
Inigo Films 

213-401 Richmond St. W 
Toronto ON 
Canada M5V3A8 
T416-913-6389 
skype: alisonerose 
E aer@inigofilms.com 
W www.inigofilms.com 

Louise Rosen 

Managing Director 
Louise Rosen Ltd. 

16 High Street 
Brunswick ME 
USA 4011 
T207-725-8215 
F 207-725-8215 
E LRosenLtd@aol.com 
W www.louiserosenltd.com 

Michael Rosenfeld 

Head ofTelevision and Film 
Tangled Bank Studios 
4000 Jones Bridge Road 
Chevy Chase MD 
USA 20815 
T 301-215-8500 
F 301-215-8775 
E mrosenfeld@hhmi.org 

Lizanne Rouillard 

Vice President 
Filmoption International Inc. 

3401, Saint-Antoine 
Westmount QC 
Canada H3Z 1X1 
T 514-931-6180x2266 
F 514-939-2034 
E lizanne@filmoption.com 
W www.filmoption.com 

Ralf Rueckauer 

Vice President 
ZDF Enterprises GmbH 
Erich-Dombrowski-Str. 1 
Mainz 

Germany 55127 
T +49 6131 9911610 
E ralf.rueckauer@zdf-enterprises.de 
W www.zdf-enterprises.de 
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Leesa Rumley 

Head of Development 

Windfall Films 

1 Underwood Row 

London 

UKN1 7LZ 

T+44 207 251 7676 

E leesa@windfallfilms.com 

Brooke Runnette 

President 

National GeographicTelevision 
1145 17th Street NW 
Washington DC 
USA 20036 
T 202-775-6545 
E dparsons@ngs.org 

Corey Russell 

President/Executive Producer 
Fadoo Productions Inc. 

629 Eastern Ave, Unit A102 
Toronto ON 
Canada M4M1E3 
T 647-253-2462 
E corey@fadoo.com 

Judy Rymer 

Producer & Director 
Rymer Childs 

20 Buckingham Street, Surry Hills 
Sydney NSW 
Australia 2010 
T +61 2 9255 22400 
F +61 2 9319 5826 
E rymer@tpg.com.au 

Crispin Sadler 

Managing Director 

Mallinson Sadler Productions 

29 Lynedoch Street 

Glasgow 

UKG3 6EF 

T+44 117 973 1935 

E crispin_sadler@blueyonder.co.uk 

W www.msptv.co.uk 

Marion Said 

Associate Producer 

Discovery Networks International 

1 Discovery Place 

Silver Spring MD 

USA 20910 

T 240-662-6754 

E Marion_Said@discovery.com 

Robert Salvestrin 

Producer and VP of Distribution 

Kwanza 

Paris 

France 

T +33 6 65 51 10 11 
F +33 1 55 25 59 00 
E robert.salvestrin@gmail.com 


Glen Salzman 

CEO 

Cineflix media 

3510 Boulevard St Laurent, Suite 202 
Montreal QC 
Canada H2X 2V2 
T 514-278-3140 
E grobitaille@cineflix.com 

Pablo Salzman 

Director of Digital And 
Commercial Media 
Cineflix Rights 

3510 Boulevard St Laurent, Suite 202 
Montreal ON 
Canada H2X2V2 
T 514-836-2829 
E psalzman@cineftix.com 

Karim Samai 

Producer 

La Compagnie desTaxi-Brousse 
98 Rue Jean PierreTimbaud 
Paris 

France 75011 
T +33 1 40 21 59 59 
F +33 1 40 21 59 79 
E ksamai@cie-taxibrousse.com 
W www.cie-taxibrousse.com 

Todd Sampson 

CEO 

Leo Burnett Australia 
Australia 

Robert Sandler 

Executive Producer 
Creative Anarchy Inc 
248 Wright Ave 
Toronto ON 
Canada M6R 1L5 
T 416-992-0302 

E bsandler@creativeanarchy.com 
W www.creativeanarchy.com 

Ed Sayer 

Commissioning Editor 

National Geographic 

Channels International 

Shepherds Building East Richmond Way 

London 

UKW140DQ 

T+44 207 751 7691 

E ed.sayer@fox.com 

Bernd Schaarmann 

Project Manager / Film Director 
ifs International Filmschool Cologne 
Werderstr. 1 
Cologne 
Germany 50672 
T +49 2219 20188777 
F +49 2219 2018899 
E bernd@coolfilms.de 
W www.filmschule.de 


Annette Scheurich 

Executive Producer 
Marco Polo Film AG 
Handschuhsheimer Landstr. 73 
Heidelberg 
Germany 69121 
T+49 6221 400780 
F+49 6221 400884 
E annette@marco-polo-film.de 
W www.marco-polo-film.de 

Michael Schlamberger 

Producer and Director 
ScienceVision Filmproduction 
Strassengelstrasse 1 
Judendorf-Strassengel 
Austria 8111 
T+43-3124-54366 
F+43-31-2454-36610 
E michi@sciencevision.at 
W www.sciencevision.at 

Beate Schlanstein 

Commissioning Editor 
WDR 

Appellhofplatz 1 
Cologne 
Germany 50667 
T +49 2212 202806 
F+49 2212 205739 
E Beate.Schlanstein@wdr.de 

Axel Schmidt 

Producer 

ifs International Filmschool 
Germany 

E axlschmidt@netcologne.de 

Chris Schmidt 

Senior Producer 
NOVA /WGBH 
One Guest Street 
Boston MA 
USA 2135 
T 617-300-4347 
E chris_schmidt@wgbh.org 

Claudia Schreiner 

Head of Program, Culture and Science 

ARD/MDR 

Kantstrasse 71-73 

Leipzig, Sachsen 

Germany 4275 

T +49 3413 007200 

F+49 3413 007255 

E claudia.schreiner@mdr.de 

W www.mdr.de 


Brad Schroeder 

VP Business Development 
Canamedia 

2 Pardee Avenue, Suite 102 
Toronto ON 
Canada M6K3H5 
T 416-363-5681 

E brad.schroeder@canamedia.com 
W canamedia.com 

Charles Schuerhoff 

Director, International Acquisitions 
PBS International 
10 Guest Street 
Boston MA 
USA 2135 
T 617-208-0743 
F 617-208-0783 
E chschuerhoff@pbs.org 
W www.pbsinternational.org 

Thomas Schuhbauer 

Producer 

ECO Media TV Produktion 
Vorsetzen 53 
Hamburg 
Germany 20459 
T+49 4031 790500 
F+49 4031 790505 
E schuhbauer@ecomediatv.de 
W ww.ecomediatv.de 

Paul Scott 

CEO & Executive Producer 
Mindful Media 
9/31 Church St, Balmain 
Sydney NSW 
Australia 2041 
T +61 4 0939 5463 
F +61 2 9810 9120 
E pscottfilms@bigpond.com 
W www.mindfulmedia.com.au 

Eleanor Setton 

Co-Director 

Spatial Sciences Research Lab 
PO Box 3060 Stn Csc 
Victoria BC 
Canada 

T 250-812-8487 
F250-381-9468 
E elsetton@uvicssrl.ca 

Kyas Sherriff 

Investment/Development Manager, 
Indigenous Department 
Screen Australia 
45 Jones Street, Level 7 
Ultimo NSW 
Australia 2007 
T +61 2 8113 1069 
E kyas.sherriff@screenaustralia.gov.au 
W screenaustralia.gov.au 
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Michael Shewchenko 

Executive Producer, Digital 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-5007 

E michael.shewchenko@bellmedia.ca 

Shilun Shi 

Director, Programming Department 
CCTV Documentary Channel 
Beijing 
China 

E melodyjoy30@163.com 
W cctvdocumentary.cntv.cn/ 

Takeshi Shibasaki 

Senior Producer 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-2964 
E shibasaki.t-hg@nhk.or.jp 

Cheng-jen Shih 

Professor 

National Taiwan University 
1, Sec. 4 Roosevlt Rd. 

Taipei 

Taiwan 10671 
T+886-928-486-999 
F+886-2-2363-219 
E shihcj@ntu.edu.tw 

Tang Siang Ching 

Director/Producer 

Image Farm Productions Sdn Bhd 

Penang 

Malaysia 

E siangching@imagefarm.com.my 

Anne Siegele 

Producer 

doc.station Medienproduktion GmbH 

Strassenbahnring 13 

Hamburg 

Germany 20251 

T+49 4066 962733 

E lschulz@docstation.de 

Kay Siering 

Head of Documentary Department 
Spiegel TV 
Ericusspitze 1 
Hamburg 
Germany 20457 
T+49 4030 108398 
E kay_siering@spiegel-tv.de 
W www.spiegel-tv.de 


Livia Simoka 

Producer 

Renegade Pictures 
Unit 2b, 6 Erskine Road, 

London 
UKNW3 3AJ 
T+44 207 449 3200 
E sabrina_scollan@yahoo.com 

Desiree Single 

Manager of Production—Producer 
Animiki See Digital Production Inc. 

211 -323 Portage Avenue 
Winnipeg MB 
Canada R3B 2C1 
T 204-926-3128 x3 
F 204-989-2349 
E dsingle@animikisee.ca 
W www.animikisee.ca 

Michiko Smith 

Producer 

Genepool Productions 
282 Bellair St 
Kensington Vic 
Australia 3031 
T +61 4 0246 8546 
E michikosmith@me.com 

John Smithson 

Creative Director 

Arrow Media 

17-18 Margaret Street 

London 

UKW1W8RP 

T+44 208 489 6300 

Ejohn.smithson@arrowmedia.com 

W www.arrowmedia.com 

Carlos Soldevila 

Executive Producer 
Trio Orange 

355 Sainte-Catherine Ouest, Suite 603 
Montreal QC 
Canada H3B1A5 
T 514-315-1950 x228 
F 514-522-8089 
E csoldevila@trioorange.com 
W www.trioorange.com 

Andrew Solomon 

Head of Natural History and History 
ORF 

Austrian Broadcasting Corporation, 

Wuerzburggasse 30 

Vienna 

Austria 1136 

T +43-1 -87878-14129 

E andrew.solomon@orf.at 


Kenny Solway 

Director of Sales 

AXS Biomedical Animation Studio 

Incorporated 

500-130 Spadina Ave 

Toronto ON 

Canada M5V2L4 

T 416-603-7777 

F416-603-7799 

E kenny.solway@axs3d.com 

Alexandra Sorgenicht 

Director/Producer 
ifs International Filmschool/144film 
Germany 
T + 

E mail@144film.com 
W www.144film.com 

Alexandre Soullier 

Producer 

Bonne PiocheTelevision 

Paris 

France 

T +33 1 49 29 46 00 
F +33 1 49 29 93 00 
E a.soullier@bonnepioche.fr 
W www.bonnepioche.fr 

Mark Starowicz 

Executive Director, 

Documentary Programming 
CBC 

205 Welllington St. W 
Toronto ON 
Canada M5V3G7 
T416-205-8863 
F 416-205-2209 
E mark.starowicz@cbc.ca 
W www.cbc.ca/docs 

Wally Start 

Partner/Producer 
Angel Entertainment Corp 
639 Main Street 
Saskatoon SK 
Canada S7H0J8 
T306-385-6431 
F 306-933-3183 

E wally@angelentertainment.ca 
W www.angelentertainment.ca 

Carlyn Staudt 

SVP, Global Programming 

and Acquisitions 

National Geographic Channels 

International 

1145 17th Street NW 

Washington DC 

USA 20036 

T 202-912-6661 

E cstaudt@natgeotv.com 


Astrid Steinmeyer 

Head of Documentaries And Licensing 
N24 

Marlene Dietrich Platz 5 
Berlin 

Germany 10785 
T+49 1 751 815283 
F +49 3020 901105 
E astrid.steinmeyer@n24.de 
W www.n24.de 

Mickey Stern 

Co-CEO 

Base Productions 
16961 Thunder Road 
Haymarket VA 
USA 20169 
T 703-281-3700 

E mstern@baseproductions.com 
W www.baseproductions.com 

Marc St-Onge 

President and Executive Producer 
BlimpTele Inc. 

225 Roy Street East, Office 204 
Montreal QC 
Canada H2W1M5 
T 514-842-0039 
F 514-842-2276 
E m.stonge@blimp.tv 
W www.blimp.tv 

Stefano Strocchi 

Producer 

MOVE productions 

Via Sussisa 70 

Sori, Genova 

Italy 16031 

T +39 338 2284107 

E stefano@moveproductions.it 

W www.luminousrangefilms.com, 

www.moveproductions.it 

Steve Suderman 

Producer/Director 
Orangeville Road Pictures 
6-79 Renfrew St. 

Winnipeg MB 
Canada R3N 1J2 
T 204-250-6992 
E steve@orangevilleroad.com 

David Suzuki 

Scientist/Host, The Nature of Things 

CBC 

Canada 

Howard Swartz 

VP Development And Production 
Discovery Channel 
10100 Santa Monica Blvd 
Los Angeles CA 
USA 90067 
T 310-975-1691 

E howard_swartz@discovery.com 
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Charlotte Tachet 

Head of Documentary Sales 
AB International Distribution 
132 avenue du president Wilson 
La Plaine Saint Denis 
France 93210 
T +33 1 49 17 23 85 
E charlotte.tachet@groupe-ab.fr 
W www.ab-international.com/ 

TonyTackaberry 

CEO 

Lion Television 
19 Fulton St, Suite 500 
New York NY 
USA 10038 
T212-206-8633 
E tony.tackaberry@liontv.us 
W www.liontv.com 

Anne Tarrant 

Senior Producer 
Tangled Bank Studios 
4000 Jones Bridge Road 
Chevy Chase MD 
USA 20815 
ETarranta@hhmi.org 

Michael Tear 

Managing Director 
Bearcage 
16 Petrie Plaza 
Canberra ACT 
Australia 2601 
T +61 2 6248 8444 
F +61 2 6248 8288 
E michael@bearcage.com.au 
W www.bearcage.com.au 

Wilfred Tenaillon 

Account Manager 
Getty Images 
USA 

T 646-613-4474 

EWilfred.tenaillon@gettyimages.com 

Carina Teutenberg 

Chief Editor Prosiebensatl TV 
Deutschland 

Prosiebensatl TV Deutschland 
Gutenbergstr. 3 
Unterfohring 
Germany 85774 
T +49 8995 077929 
F +49 8995 0797929 
E Carina.Teutenberg@prosiebensat1 .com 
W www.prosiebensatl .de 


Greg Thorpe 

Vice President 
Great Pacific Media Inc 
201-3410 Lougheed Highway 
Vancouver BC 
Canada V5M2A4 
T 604-506-4862 
F 604-688-3977 
E gthorpe@greatpacifictv.com 

Sacha Thorpe 

Researcher 

Arrow Media 

17-18 Margaret Street 

London 

UKW1W8RP 

T+44 753 142 1335 

E sachathorpe@hotmail.fr 

EdwinaThring 

Managing Director 
WildThring Media 
Todsbridge, Far Wells Road 
Bisley 

UKGL6 7AQ 
T+44 145 277 0224 
E edwina@wildthringmedia.com 

YuanTian 

Head of International Acquisitions 
and Co-Production 
CCTV Documentary Channel 
Room 438, Jingchengjiufang Hotel, 
No.11 Yangfangdian Road, 

Haidian District 
Beijing 

China 100038 
T +86 10 8824 3890 
E tianyuan@cctv.com 

Danny Tipping 

Head of Programming 
And Development 
Sky Vision 
5 Station Approach 
Chorleywood 
UKWD3 5PF 
T+44 192 328 6886 
F+44 192 328 6065 
E Danny.tipping@bskyb.com 
W sky.com/skyvision 

Charles Tisseyre 

Host, Decouverte 

Societe Radio-Canada 
1400 Rene-levesque Blvd East 
Montreal QC 
Canada H2W 2M6 
T 514-597-7926 

E charles.tisseyre@radio-canada.ca 


Galina Tomov 

President/Producer 
Alpha Zoulou Films 
850 De La Gauchetiere E 
Montreal QC 
Canada H2L2N2 
T 514-830-2111 
E gtomov@azinc.ca 
W www.azinc.ca 

Ziya Tong 

Co-Host/Producer, Daily Planet 
Discovery Canada Networks 
9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
T 416-384-4366 
E ziya.tong@ctv.ca 

Lars RonnowTorp 

Executive Producer 
Danish Broadcasting Corporation 
Emil Holms Kanal 20 
Copenhagen 
Denmark 999 
T+45 35 20 43 83 
E ltp@dr.dk 
W www.dr.dk/viden 

Charles Tremayne 

Executive Vice-president 
of Programming 
Cineflix 

161 Avenue OfThe Americas, 14th Floor 
New York NY 
USA 10013 
T 212-206-0461 
F 212-206-1179 
E ctremayne@cineflix.com 

Francois Tremblay 

Producer, Director 
Tungsten Films 
4529 Clark #506 
Montreal QC 
Canada H2T2T3 
T 514-963-8069 
E ftremblay@tungstenfilms.ca 
Wtungstenfilms.ca 

Chris Triffo 

President/Di rector/Di rector 
of Photography 
Partners in Motion 
1670 Angus Street 
Regina SK 
Canada S4T1Z2 
T306-545-8770 

E ctriffo@partnersinmotion.com 


Elizabeth Trojian 

Director of Development 
YAP Films 

96 Spadina Avenue, Suite 205 
Toronto ON 
Canada M5V2J6 
T 416-504-3662x260 
F 416-504-3667 
E etrojian@yapfilms.com 
W www.yapfilms.com 

Janice Tufford 

Executive Producer 
Tuff Productions 
111 Glendale Ave 
Toronto ON 
Canada M6R 2T3 
T 416 500 8526 
E janice.tufford@gmail.com 

NinaTuominen 

Acquisition Executive 
YLE 

Radiokatu 5, POB 46 
Helsinki, Yleisradio 
Finland 24 
T+358 9 1480 2401 
F+358 9 1480 4191 
E nina.tuominen@yle.fi 
W www.yle.fi 

Gabriel Turkieh 

Producer 
Altomedia 
15 Rue D'hauteville 
Paris 

France 75010 
T +33 1 42 77 77 72 
F +33 1 42 77 77 73 
E g.turkieh@altomedia.com 
W www.altomedia.com 

Joan Ubeda Carulla 

Producer 
Media 3.14 
Diagonal 177 
Barcelona 
Spain 8018 
T +34 93 476 15 51 
F +34 93 47615 52 
Ejubeda@mediapro.es 
W www.media314.cat 

Kazuki Ueda 

Producer, Special Content 
Development Center 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-7924 
E ueda.k-fy@nhk.or.jp 
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Marcus Uhl 

Director & Producer 
Bilderfest GmbH 
Adi-Maislinger-Strasse 9 
Munich 

Germany 81373 
T +49 8918 9435513 
F +49 8918 9435555 
E uhl@bilderfest.de 
W www.bilderfest.de 

Caroline Underwood 

Senior Producer, The Nature of Things 
CBC 

205 Wellington St. W 
Toronto ON 
Canada M5W 1E6 
T 416-205-6894 
E caroline.underwood@cbc.ca 
W www.cbc.ca/natureofthings/ 

Jun Urakawa 

Producer, Programming Department 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-2624 
E urakawa.j-fi@nhk.or.jp 

Charlotte Uzu 

Producer, Head of International Sales 

Les Films d'lci 

62, Boulevard davout 

Paris 

France 75020 
T +33 1 44 52 23 29 
F +33 1 44 52 23 24 
E charlotte.uzu@lesfilmsdici.fr 
W www.lesfilmsdici.fr 

Bernard Vaillot 

CEO 

Galaxie Presse 

76 Rue Du Faubourg St Denis 
Paris 

France 75010 
T +33 1 44 83 07 27 
F +33 1 44 83 07 25 
E b.vaillot@galaxie-presse.fr 
W www.galaxie-presse.fr 

Amelia Vale 

Producer 

Independent 

Flat 1 b, 30 Nottingham Place 
London 
UKW1U5NP 
T +44 793 273 3232 
E ameliavale@hotmail.com 


Sylvie Van Brabant 

Producer and Director 
Films du Rapide-Blanc 
2525 Des Carrieres 
Montreal QC 
Canada HI Y INI 
T 514-388-0482 
F 514-388-6845 
E svb@rapideblanc.ca 

Irene Vandertop 

Producer 
DEEP Inc. 

585 Bloor Street West, #200 
Toronto ON 
Canada M6G 1K5 

Louis Vaudeville 

Producer 

CC&C Clarke Costelle & Co 
57 Rue Vasco De Gama 
Paris 

France 75015 
T +33 1 77 63 55 70 
F +33 1 45 58 20 02 
E louis.vaudeville@cccprod.com 
W www.cccprod.com 

Kenton Vaughan 

Producer/Director/Writer 
Spontaneous Human Productions 
141 Gillard Avenue 
Toronto ON 
Canada M4J 4N7 
T 416-995-6473 
E kentonv@rogers.com 

Thomas Veltre 

Producer 

The Really Interesting Picture 

Company 

33-21 163rd Street 

Flushing NY 

USA 11358 

T 646-797-3171 

E tom.veltre@TheReallylnteresting 
PictureCompany.com 
W www.thereal lyi nteresti ng picture 
company.com 

Daniel Vermette 

President 

Connexion Films International 
5555 Casgrain, Suite 301 
Montreal QC 
Canada H2T1Y1 
T 514-892-2116 

E dvermette@connexionfilms.ca 


Eric Verniere 

Producer 

Mona Lisa Production 
3 Et 4 Place Louis Chazette 
Lyon 

France 69001 
T +33 6 23 75 19 74 
E everniere@monalisa-prod.com 
W www.monalisa-prod.com 

Thomas Viner 

Executive Producer 

Arrow Media 

17-18 Margaret Street 

London 

UKW1W8RP 

T +44 793 913 6865 

E thomas.viner@arrowmedia.com 

Marco Visalberghi 

Managing Director 
Doclab 

Via Della Giuliana, 66 

Rome 

Italy 195 

T +39 329 4310875 
F +39 063 7517731 
E marco.visalberghi@doclab.it 
W www.doclab.it 

Cara Volchoff 

Head of Factual Entertainment 
Pixcom Productions 
444 St-paul Est 
Montreal QC 
Canada H2Y 3V1 
T 514-931-1188 
E cvolchoff@pixcom.com 

Thomas von Hennet 

Vice President International 
Co-Production & Documentaries 
ProSiebenSat.1 TV Deutschland 
Medienallee 7 
Unterfohring 
Germany D-85774 
T +49 8995 071253 
F+49 8995 0791253 
E thomas.hennet@ProSiebenSat1 .com 
W www.prosiebensatl .com 

Binh An VuVan 

Science Journalist 

Association des Communicateurs 

Scientifiques 

Montreal QC 

Canada 

E binhanv@gmail.com 


Jon-Barrie Waddell 

Creative Director 

Waddell Media 

7-12 St. Helen's Business Park 

Holywood 

UKBT18 9HQ 

T+44 289 042 7646 

F +44 289 042 7646 

Ejb@waddellmedia.com 

Dr. Luise Wagner 

Producer 

doc.station Medienproduktion GmbH 
Strassenbahnring 13 
Hamburg 
Germany 20251 
T+49 4066 962711 
F+49 4066 962727 
E info@docstation.de 
W www.docstation.de 

Melanie Wallace 

Senior Series Producer 

NOWWGBH 

One Guest Street 

Boston MA 

USA 2135 

T 617-300-4418 

F 617-300-1003 

E melanie_wallace@wgbh.org 

W www.pbs.org/wgbh/nova/ 

Thomas Wallner 

Owner 
DEEP Inc. 

585 Bloor Street West, #200 
Toronto ON 
Canada M6G 1K5 
E thomas@DEEP-inc.com 

Barry Walsh 

Editor 
Rea I screen 
Toronto ON 
Canada 

T 416-408-2300x283 
E bwalsh@brunico.com 

Dan Wan 

Assistant Producer 
Arrow Media 
17-18 Margaret Street 
London 
UKW1W8RP 
T+44 784 670 1616 
E dan.wan@arrowmedia.com 
W www.arrowmedia.com 
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Zi Wang 

Project Associate, International 
Acquisitions and Co-production 
CCTV Documentary Channel 
Beijing 
China 

E kiddofay@gmail.com 

Erica Watson 

Assistant Director, General 
Audience Programming 
PBS 

Arlington VA 
USA 

E emwatson@pbs.org 

Jessica Watson 

Manager, Acquisitions 
Entertainment One Television 
International 

145 King Street East, 3rd Floor 
Toronto ON 
Canada M5C 2Y7 
T 416-309-4200 
Ejwatson@entonegroup.com 

Nick Watts 

Managing Director 

Western Front Films 

Room 1, The Cou rt, The Street 

Charmouth 

UKDT6 6PE 

T+44 776 777 7224 

E nick.watts@western-front.co.uk 

W www.western-front.co.uk 

Paula Wehmeyer 

Director, Author 

ifs International Filmschool 

Germany 

T+49 1715 773067 
E post@paulawehmeyer.de 

Thomas Weidenbach 

Managing Director 

Laengengrad Filmproduktion GmbH 

Haendelstr. 25-29 

Cologne 

Germany 50674 

T+49 2217 887670 

F +49 2217 8876720 

E info@laengengrad.de 

W www.laengengrad.de 

Doris Weitzel 

Director of Sales 
Point du Jour International 
23, Rue De Cronstadt 
Paris 

France 75015 
T +33 1 75 44 80 88 
F +33 1 45 31 1305 
E d.weitzel@pointdujour.fr 
W www.pointdujour-international.fr 


Dennis Wells 

Producer/Director 

Taglicht Media 

Caesarstrasse 58 

Cologne 

Germany 50968 

T+49 2213 490921 

F +49 2213 490911 

E dennis.wells@taglichtmedia.de 

W www.taglichtmedia.de 

Sven Westphal 

International Co-Production Manager 
Terra Mater Factual Studios 
Wambachergasse 2 
Vienna 
Austria 1130 
T+43-1-87003-27640 
F ++43 1 87003 27609 
E sven.westphal@terramater.at 
W www.terramater.at 

Bruce Whitty 

Manager, Corporate Affairs 
Make Believe Media Inc. 

301 -145 Keefer Street 
Vancouver BC 
CanadaV6A1X3 
T 604-633-9489 

E bruce@makebelievemedia.com 

Martin Widman 

Director 

Deep Sea Productions 
Rydboholms Gard 
Akers berga 
Sweden SE-18494 
T +46 705847485 
E martin@deepsea.se 

Emmanuelle Wiecha 

Head of Factual Content 
Pixcom Productions 
444 St-Paul Est 
Montreal QC 
Canada H2Y 3V1 
T 514-931 -1188 
E ewiecha@pixcom.com 

Jason Williams 

President 
JWM Productions 
6930 Carroll Ave., #600 
Takoma Park MD 
USA 20912 
T 301-891-1769 
Ejasonw@jwmprods.com 
W www.jwmprods.com 


Heather Williamson 

Manager of Program Development 
Discovery Canada Networks 
9 Channel Nine Court 
Toronto ON 
Canada M1S4B5 
T 416-384-4463 

E heather.williamson@bellmedia.ca 

Peter Williamson 

Executive Producer 
Breakthrough Entertainment 
122 Sherbourne Street 
Toronto ON 
Canada M5A 2R4 
T 416-766-6588 
F 416-769-71436 
E pwilliamson@ 

breakthroughentertainment.com 
W www.breakthrough 
entertainment.com 

Adrian Wills 

General Manager, Factual 
UKTV 

8th Floor, 245 Hammersmith Rd 
London 
UKW6 8PW 
T +44 207 299 6114 
F +44 207 299 5795 
E adrian.wills@uktv.co.uk 
W www.uktv.co.uk 

Bernd Wilting 

Managing Director 

Taglicht Media 

Caesarstrasse 58 

Cologne 

Germany 50968 

T+49 2213 49090 

F+49 2213 490911 

E bernd.wilting@taglichtmedia.de 

W www.taglichtmedia.de 

Nikolaus Wisiak 

Managing Director 

pre tv Gesellschaft fuer Film— 

und Videoproduktion mbH 

Edelsinnstrasse 58 

Vienna 

Austria 1120 

T+43-1-50523-84500 

F+43-1-50523-84700 

E nikolaus.wisiak@pretv.at 

W www.pretv.at 


Michael Wolff 

CEO 

fact+film 

Hastedter Osterdeich 222 
Bremen 

Germany 28207 
T+494213 399492 
F+49 4213 399549 
E wolff@fact-film.de 
W www.fact-film.de 

Ai Nie Wong 

Producer 
Jet TV Malaysia 

A-2-12 Merchant Square, Jalan 
Tropicana Selatan 1, PJU 3, 

Petaling Jaya, Selangor 
Malaysia 47410 
T+60 19 355 7168 
F +60 37 883 0450 
E ainiewong@gmail.com 
W www.jettv.my 

Randall Wood 

Producer/Director 
Globalstory 
2/120 Beach Street 
Coogee NSW 
Australia 2034 
T +61 41086 4727 
E globalstory@gmail.com 
W globalstory.tv 

Paul Wooding 

Creative Director 
Impossible Pictures Factual 
11 c Gower Mews 
London 
UKWC1E6HP 
T +44 207 408 2550 
F +44 207 408 2598 
E paul.wooding@ 
impossiblepictures.co.uk 

Diane Woods 

President/Executive Producer 

aquaCULTURE Pictures lnc/3reedom 

Digital Inc 

934 Eastern Avenue 

Toronto ON 

Canada M4L 1A4 

T 416-778-5969 

F 416-778-8662 

E diane.djwoods@gmail.com 

W www.aquaculturepictures.com 

Josephine Wright 

Associate Producer 
Genepool Productions 
15 Norma Barnett Lane 
Port Melbourne Vic 
Australia 3207 
T +61 3 9646 6678 
Ejo@genepoolproductions.com 
W www.genepoolproductions.com 
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Arnaud Xainte 

Producer 

lllegitime Defense 

111 Avenue Victor Hugo 

Paris 

France 75116 
T +33 6 07 35 69 06 
E xainte@illegitimedefense.com 

Brandy Yanchyk 

Founder and Executive Producer 
Brandy Y Productions Inc. 

10230-114 Street, Suite 307 
Edmonton AB 
Canada T5K 1R9 
T 780-454-3889 

E brandy@brandyYproductions.com 
W www.brandyyproductions.com 

Shin Yasuda 

Producer, International Co-Production 
NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
T+81-3-5455-2586 
E yasuda.s-hq@nhk.or.jp 

Simon Young 

Executive Producer 

DSP (Darlow Smithson Productions) 

First Floor, Shepherds Building Central, 

Charecroft Way 

London 

UKW140EE 

T +44 207 482 9602 

E Simon.Young@dsp.tv 

W www.dsp.tv 

Tug Yourgrau 

President 
Powderhouse 
212 Elm Street 
Somerville MA 
USA 2144 
T 617-284-2802 
F 617-284-2929 

E tyourgrau@powderhouse.net 
W www.powderhouse.net 

Robert Zakin 

Executive Producer, Specials 
Discovery Channel 
One Discovery Place 
Silver Spring MD 
USA 20910 
T202-731-3448 

E Robert_Zakin@discovery.com 


Bo Zhang 

Producer 

China Intercontinental 
Communication Center 
23 Floor Huatian Plaza, 

6 North Xiaomachang, 

Lianhuachi East Road of Haidian 
District, Beijing China 
Beijing 

China 100038 
T+86 135 8185 3418 
E lungs@163.com 

Yiqian Zhang 

Project Manager, International 
Acquisitions and Co-Production 
CCTV Documentary Channel 
Room 438, Jingchengjiufang Hotel, 
No.11 Yangfangdian Road, 

Haidian District 
Beijing 

China 100038 

T+86 10 8824 3891 

Ejessica_zyq@hotmail.com 

Nadja Zottl 

Editor In Chief 
WDW Productions 
Rosenheimerstrasse 145 
Munich 

Germany 81671 
T +49 8945 254502 
E nadja.zoettl@weltderwunder.de 
W www.weltderwunder.de 

Thomas Zwiessler 

General Manager 
Story House Media Group 
Michaelkirchstrasse 17-18 
Berlin 

Germany 10179 
T +49 3028 0931481 
F+49 3028 09311 
E zwiessler@storyhousepro.com 
W www.storyhousepro.com 
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360Production 

10 Northland Road 
Derry City 
UKBT48 7JD 

W www.360production.com 
John Farren 

Ejohn.farren@360production.com 

360Production 

11 c Gower Mews 
London 
UKWC1E6HP 

W www.360production.com 
Emma Parkins 

E emma.parkins@360production.com 

422 South CGI and Visual FX 

103 Whiteladies Road 

Bristol 

UKBS8 2PB 

W www.422south.com 
Andrew Davies-Coward 
E adc@422.com 

90th Parallel Productions 

#438764 Grey Rd. 15, Rr #1, 

Owen Sound ON 
Canada N4K3N5 
Michael Allder 
E michaelallder@gmail.com 

90th Parallel Productions 

203 Gerrard St. E. 

Toronto ON 
Canada M5A 2E7 
W www.90thparallel.ca 
Gordon Flenderson 
E gordon@90thparallel.ca 

A Capella Science 

Montreal QC 
Canada 
Timothy Blais 

a&o buero 

An der Alster 18 
Hamburg 
Germany 20099 
W www.a-o-buero.de 
Tristan Chytroschek 
E tristan@a-o-buero.de 

Aarrow Productions, Inc. 

301-1321 Blanshard Avenue 
Victoria BC 
Canada V8W0B6 
Barbara Hager 
E bhager@shaw.ca 

AB International Distribution 

132 avenue du president Wilson 
La Plaine Saint Denis 
France 93210 

W www.ab-international.com/ 
Charlotte Tachet 
E charlotte.tachet@groupe-ab.fr 


Abbild-Agentur 

Neuhofstr. 41 
Moenchengladbach 
Germany 41061 
Karin Embacher 
E Karin.Embacher@t-online.de 

Academia Film Olomouc 

Univerzitni 3 
Olomouc 

Czech Republic 77900 
W www.afo.cz 
Veronika Klusakova 
E klusakova@afo.cz 
Jakub Korda 
E korda@afo.cz 

Academia Film Olomouc 

Krizkovskeho 10 
Olomouc 

Czech Republic 77900 
W www.afo.cz 
Jakub Ralis 

E ralisjakub@gmail.com 

Adobe Productions International 

5283 Av Du Parc #5 
Montreal QC 
Canada H2V4G9 
Robbie Hart 

E courrier@adobeproductions.com 

Agat Films & Cie 

52, Rue Jean-PierreTimbaud 
Paris 

France 75011 
W www.agatfilms.com 
Blanche Guichou 

E blanche.guichou@agatfilms.com 

Al Jazeera America 

1627 K St. NW 
Washington DC 
USA 20006 

W america.aljazeera.com/ 

Kathy Davidov 

E kathy.davidov@aljazeera.net 
Diana El-Osta 

E diana.elosta@aljazeera.net 

Albatross World Sales 

Altenburger Str. 7 
Leipzig 

Germany 4275 

W www.albatrossworldsales.com 
Anne Olzmann 

E anne@albatrossworldsales.com 

Alpha Zoulou Films 

850 De La Gauchetiere E 
Montreal QC 
Canada H2L2N2 
W www.azinc.ca 
Galina Tomov 
E gtomov@azinc.ca 


Altomedia 

15 Rue D'hauteville 
Paris 

France 75010 
W www.altomedia.com 
Gabriel Turkieh 
E g.turkieh@altomedia.com 

American Institute of Physics 

One Physics Ellipse 
College Park MD 
USA 20740 

W www.insidescience.org/television 
Karin Heineman 
E kheinema@aip.org 

Angel Entertainment Corp 

639 Main Street 
Saskatoon SK 
Canada S7H0J8 

W www.angelentertainment.ca 
Wally Start 

E wally@angelentertainment.ca 

Animal Mother Films 

2834 Victoria Dr 
Vancouver BC 
Canada V5N4L6 
Jon Ornoy 

Ejon@animalmotherfilms.com 

Animiki See Digital Production Inc. 

211 -323 Portage Avenue 
Winnipeg MB 
Canada R3B 2C1 
W www.animikisee.ca 
Desiree Single 
E dsingle@animikisee.ca 

Anthro Media 

Nansenstr. 19,12047 
Berlin 

Germany D-23611 
W www.anthro-media.com 
Volker Barth 

E volker.barth@anthro-media.com 

Apartment 11 Productions 

828 St. Catherine St. East, Suite 200 
Montreal QC 
Canada H2L2E3 
W www.apartmentl 1 .tv 
Mindy Laxer 

E mindy@apartment11 .tv 
Alberta Nokes 
E Alberta@apartment11 .tv 

APT Worldwide/American 
Public Television 

55 Summer St. 

Boston MA 
USA 2110 

W www.aptww.org,aptonline.org 
Judy Barlow 

E Judy_Barlow@aptonline.org 


aquaCULTURE Pictures Inc / 
3reedom Digital Inc 

934 Eastern Avenue 
Toronto ON 
Canada M4L 1A4 
W www.aquaculturepictures.com 
Diane Woods 

E diane.djwoods@gmail.com 

Arcadia Content 

6454 Quinpool Road 
Halifax NS 
Canada B3L 1A9 
W www.arcadiacontent.com 
W arcadiatv.com/ 

John Wesley Chisholm 
Ejwc@arcadiatv.com 
Craig Ferguson 
E craig@arcadiatv.com 
Andrew Killawee 
E andrew@arcadiatv.com 

ARD/MDR 

Kantstrasse 71-73 
Leipzig, Sachsen 
Germany 4275 
W www.mdr.de 
Claudia Schreiner 
E claudia.schreiner@mdr.de 

Armeria Sdn Bhd 

Menara Mutiara Bangsar 
Kuala Lumpur 
Malaysia 
Yusmal Ghazali 
E yusmalg@yahoo.com 

Arrow Media 

17-18 Margaret Street 
London 
UKW1W8RP 
W www.arrowmedia.com 
Tom Brisley 

E tom.brisley@arrowmedia.com 
John Smithson 

Ejohn.smithson@arrowmedia.com 
Sacha Thorpe 
E sachathorpe@hotmail.fr 
Thomas Viner 

E thomas.viner@arrowmedia.com 
Dan Wan 

E dan.wan@arrowmedia.com 

ARTE France 

8 rue Marceau 
Issy-les-Moulineaux 
France 92130 
W www.arte.tv 
Catherine Alvaresse 
E c-alvaresse@artefrance.fr 
Marie Beuzard 
E m-beuzard@artefrance.fr 
Helene Coldefy 
E h-coldefy@artefrance.fr 
Audrey Kamga 
E a-kamga@artefrance.fr 


WORLD CONGRESS OF SCIENCE & FACTUAL PRODUCERS | MEMBER LIST 


32 


MEMBERS-BY COMPANY (A-B) 


ARTE Germany 

Germany 

Wolfgang Bergmann 
E Bergmann.W@zdf.de 

Artemis International 

6-226 Carr Place 
Leederville WA 
Australia 6007 
W www.artemisfilms.com 
Brian Beaton 

E brianb@artemisfilms.com 

Associated Producers Ltd. 

1001-110 Spadina Avenue 
Toronto ON 
Canada M5V2K4 
W www.apltd.ca 
Simcha Jacobovici 
E sjacobovici@apltd.ca 

Association des 
Communicateurs Scientifiques 

Montreal QC 
Canada 
Brite Pauchet 

E britesciences@gmail.com 
Binh An VuVan 
E binhanv@gmail.com 

Atlantic Productions 

Brook Green House, 4 Rowan Road 

Hammersmith 

UKW6 7DU 

W www.atlanticproductions.co.uk 
Anthony Geffen 

E anthonyg@atlanticproductions.co.uk 
John Morris 

Ejohnm@atlanticproductions.co.uk 
Ruth Roberts 

E ruthr@colossusproductions.co.uk 

Attaboy TV 

Unit 1/23 Blue Anchor Lane 
London 
UKSE163UL 
W www.attaboytv.com 
Malcolm Clark 
E malcoim@attaboytv.com 

Autentic 

Grunwalder Weg 28d 
Oberhaching 
Germany 82041 
W www.autentic.com 
Patrick Hbrl 

E p.hoerl@autentic.com 

Autentic Distribution GmbH 

Ludwigstrasse 11 
Cologne 
Germany 50667 
W https://www.autentic.om 
Anne Hufnagel 
E a.hufnagel@autentic.com 


AXS Biomedical Animation 
Studio Incorporated 

500-130 Spadina Ave 
Toronto ON 
Canada M5V2L4 
Kenny Solway 
E kenny.solway@axs3d.com 

Base Productions 

16961 Thunder Road 
HaymarketVA 
USA 20169 

W www.baseproductions.com 
Mickey Stern 

E mstern@baseproductions.com 

BBC 

BBC New Broadcasting House, 

Portland Place 

London 

UKW1 1AA 

W www.bbc.co.uk 

Will Aslett 

E will.aslett@bbc.co.uk 
Kate Bartlett 

E kate.bartlett@bbc.co.uk 
Steve Crabtree 
E steve.crabtree@bbc.co.uk 
Eamon Hardy 
E Eamon.hardy@bbc.co.uk 

BBC 

BBC New Broadcasting House, Floor 7 
Zone C, Portland Place 
London 
UKW1A 1AA 

Dominic Crossley-Holland 
E dominic.crossley-holland@bbc.co.uk 

BBC 

BBC New Broadcasting House, 

Zone D—Floor 6, Portland Place 
London 
UKW1A 1 AA 
W www.bbc.co.uk 
Martin Davidson 
E martin.davidson@bbc.co.uk 

BBC 

40 Pacific Quay 

Glasgow 

UKG51 IDA 

W www.bbc.co.uk 

Mark Hedgecoe 

E mark.hedgecoe@bbc.co.uk 

BBC 

New Broadcasting House, 

07c- H05-12, Portland Place 

London 

UKW1A 1 AA 

W www.bbc.co.uk/programmes/ 
b006mgxf 
Aidan Laverty 
E aidan.laverty@bbc.co.uk 


BBC 

Room 4600, White City, 

201 Wood Lane 
London 
UKW12 7TS 
Claire Miller 

E claire.miller@bbc.co.uk 

BBC 

BBC Media Centre Room Mc4d4, 

201 Wood Lane 

London 

UKW12 7TQ 

Emma Ong 

E emma.ong@bbc.co.uk 

BBC Knowledge & Daytime 

Room 4600, White City, 

201 Wood Lane 
London 
UKW12 7TS 
Jon Lindley 

Ejon.lindley@bbc.co.uk 

BBC Television 

BBC New Broadcasting House, 

Science Department, 07c, 7th Floor, 

Great Portland Street 

London 

UKW1A 1 AA 

Andrew Cohen 

E andrew.cohen@bbc.co.uk 

BBC Worldwide 

Room Mcl b4, Media Centre, 

201 Wood Lane 
London 
UKW12 7TQ 

W www.bbcworldwide.com 
Suzanne McKenna 
E suzanne.mckenna@bbc.com 
Mark Reynolds 
E mark.reynolds@bbc.com 

BBC Worldwide 

201 Wood Lane 
London 
UKW12 7TQ 
Lena Muller 

E lena.muller@bbc.com 

BBC Worldwide America 

1120 Ave OfThe Americas, 5th FI 
New York NY 
USA 10036 
Melissa Green 
E melissa.green@bbc.com 

BBC Worldwide Germany 

Kaiser-Wilhelm Ring 17-21 
Cologne 
Germany 50672 
Isabelle Helle 
E isabelle.helle@bbc.com 


Beach House Pictures 

189 New Bridge Road, #03-01/02 

Singapore 

Singapore 59422 

W www.beachhousepictures.com 
Donovan Chan 

E donovan@beachhousepictures.com 
Jocelyn Little 

E Jocelyn@beachhousepictures.com 

Bearcage 

PO Box 300 
Civic Sqare ACT 
Australia 2608 
W www.bearcage.com.au 
Harriet Pike 

E harriet@bearcage.com.au 

Bearcage 

16 Petrie Plaza 
Canberra ACT 
Australia 2601 
W www.bearcage.com.au 
Michael Tear 

E michael@bearcage.com.au 

Bell Fund 

Montreal QC 
Canada 
Elaine Beliveau 
E ebeliveau@ipf.ca 

Bell Fund, IPF, Cogeco Fund 

4 200 St-Laurent # 503 
Montreal QC 
Canada H2T2H5 
W www.bellfund.ca 
Claire Dion 
E cdion@ipf.ca 

Bell Media Inc. 

299 Queen Street West 
Toronto ON 
Canada M5V2Z5 
Catherine MacLeod 
E catherine.macleod@bellmedia.ca 

Bellota Films / Red Corner 

6, Villa Du Clos De Malevart 
Paris 

France 75011 
W www.bellotafilms.fr 
Dominique Barneaud 
E dom@bellotafilms.fr 

Berlin Producers 

Prenzlauer Allee 36 
Berlin 

Germany 10405 
W www.berlin-producers.de 
Stefan Pannen 

E stefan.pannen@berlin-producers.de 
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Between the Rivers Productions 

C/o Postfactory, 233 Spring Street, 4th FI 
New York NY 
USA 10013 

W www.lettersfrombaghdad.com 
Sabine Krayenbuhl 
E sabine@lettersfrombaghdad.com 
Zeva Oelbaum 

E zeva@LettersFromBaghdad.com 

Beyond Distribution 

41- 42 Berners Street 
London 
UKW1T3NB 

W www.beyonddistribution.com 
Yvonne Body 

E yvonne@beyonddistribution.com 
Alexandra Olsson 

E alexandra@beyonddistribution.com 

Big Wave Productions 

156 St. Pancras 
Chichester 
UKP0197SH 
W www.bigwavetv.com 
Sarah Cunliffe 

E sarahcunliffe@bigwavetv.com 

Bilderfest GmbH 

Adi-Maislinger-Strasse 9 
Munich 

Germany 81373 
W www.bilderfest.de 
Dietmar Lyssy 
E lyssy@bilderfest.de 
Marcus Uhl 
E uhl@bilderfest.de 

Blimp Tele Inc. 

225 Roy Street East, Office 204 
Montreal QC 
Canada H2W 1M5 
W www.blimp.tv 
Mathieu Paiement 
E m.paiement@blimp.tv 
Marc St-Onge 
E m.stonge@blimp.tv 

Blink Films 

Bankstock Building, 

42- 44 De Beauvoir Crescent 
London 

UKN1 5SB 

W www.blinkfilmsuk.com 
Dan Chambers 

E dan.chambers@blinkfilmsuk.com 
Justine Kershaw 

Ejustine.kershaw@blinkfilmsuk.com 


Blue Ant Media 

130 Merton Street 
Toronto ON 
Canada M4S 1A4 
W www.blueantmedia.ca 
Marcia Martin 

E Marcia.martin@blueantmedia.ca 
Craig Colby 

E craig.colby@blueantmedia.ca 

Bonne Pioche Television 

188 Rue De La Roquette 
Paris 

France 75011 
W www.bonnepioche.fr 
Sophie Parrault 
E parrault@bonnepioche.fr 
Emmanuel Priou 
E priou@bonnepioche.fr 
Alexandre Soullier 
E a.soullier@bonnepioche.fr 

Brandy Y Productions Inc. 

10230414 Street, Suite 307 
Edmonton AB 
Canada T5K1R9 

W www.brandyyproductions.com 
Brandy Yanchyk 

E brandy@brandyYproductions.com 

Breakthrough Entertainment 

35 Britain Street 
Toronto ON 
Canada M5A1R7 
W www.breakthrough 
entertainment.com 
Nat Abraham 
E nabraham@ 

breakthroughentertainment.com 

Breakthrough Entertainment 

122 Sherbourne Street 
Toronto ON 
Canada M5A 2R4 
W www.breakthrough 
entertainment.com 
Peter Williamson 
E pwilliamson@ 

breakthroughentertainment.com 

Brilliant Red Media/ 
SongbirdSOS Productions 

14 Hettersley Drive 
Ajax ON 

Canada LIT 1N8 
W www.songbirdsos.com 
Joanne P. Jackson 
Ejoannejackson@sympatico.ca 


British Pathe 

The Media Centre, 

3-8 Carburton Street 

London 

UKW1W5AJ 

Richard Goldthorpe 

E richard@britishpathe.com 

Burman Productions 

505 40th Avenue 
Lachine QC 
Canada H8T2G1 
W rjburman.com 
Richard Burman 
E richard@rjburman.com 

Camera Lucida productions 

4 Cite Griset 
Paris 

France 75011 
Valerie Grenon 
E vgrenon@cameralucida.fr 

Canadian Film Institute 

34 Ivy Cres 
Ottawa ON 
Canada KIM 1X6 
W www.cfi-icf.ca/ 

Jack Florwitz 
Ejack@horwitz.ca 

Canamedia 

2 Pardee Avenue, Suite 102 
Toronto ON 
Canada M6K3H5 
W canamedia.com 
Brad Schroeder 

E brad.schroeder@canamedia.com 

Castlewood Productions 

208 Adelaide Street West, Suite 200 
Toronto ON 
Canada M5H 1W7 

W www.castlewoodproductions.com 
Andrew Burnstein 
E aburnstein@ 

castlewoodproductions.com 

CBC 

205 Welllington St. W 
Toronto ON 
Canada M5V3G7 
W www.cbc.ca/ 

Jackie Carlos 
E Jackie.Carlos@cbc.ca 
Sue Dando 
E sue.dando@cbc.ca 
Mark Starowicz 
E mark.starowicz@cbc.ca 
David Suzuki 
Caroline Underwood 
E caroline.underwood@cbc.ca 


CBC 

PO Box 500 Station A 
Toronto ON 
Canada M5W1E6 
W www.cbc.ca/natureofthings 
Frances Mary Morrison 
E frances-m.morrison@cbc.ca 

CBC, Discovery Canada 

3669 Maxwell Street 
Vancouver BC 
Canada V5N0B3 
W www.jennifergardy.com 
Jennifer Gardy 
Ejennifer.gardy@gmail.com 

CC&C Clarke Costelle & Co 

57 Rue Vasco De Gama 
Paris 

France 75015 
W www.cccprod.com 
Louis Vaudeville 

E louis.vaudeville@cccprod.com 

CCTV Documentary Channel 

Room 438, Jingchengjiufang Hotel, 
No.l 1 Yangfangdian Road, 

Haidian District 
Beijing 

China 100038 
Jin Li 

E lijinjosh@gmail.com 
Wen Liu 

E ouruizhi@163.com 
Shilun Shi 

E melodyjoy30@163.com 
YuanTian 

E tianyuan@cctv.com 
Zi Wang 

E kiddofay@gmail.com 
Yiqian Zhang 

Ejessica_zyq@hotmail.com 

Channel 4 

124 Horseferry Road 
London 
UKSW1P2TX 
W www.4producers.co.uk 
David Glover 

E dglover@channel4.co.uk 
John Hay 

Ejhay@channel4.co.uk 
Ralph Lee 

E RLee@Channel4.co.uk 
Kate Quilton 

E kquilton@channel4.co.uk 
Sara Ramsden 

E sramsden@channel4.co.uk 

Channel 5 

10 LowerThames Street 
London 
UKEC3R6EN 
Simon Raikes 
E simon.raikes@five.tv 
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China Intercontinental 
Communication Center 

23 Floor Huatian Plaza, 6 North 
Xiaomachang, Lianhuachi East Road 
of Haidian District, Beijing China 
Beijing 

China 100038 
Bo Zhang 
E lungs@163.com 

Cineflix 

161 Avenue OfThe Americas, 14th Floor 
New York NY 
USA 10013 
Charles Tremayne 
E ctremayne@cineflix.com 

Cineflix media 

3510 Boulevard St Laurent, Suite 202 
Montreal QC 
Canada H2X 2V2 
Glen Salzman 
E grobitaille@cineflix.com 

Cineflix Rights 

1 st Floor, 1 Lorenzo Street 

London 

UKWC1X9DJ 

W www.cineflixrights.com/ 

Chris Bonney 
E cbonney@cineflix.com 

Cineflix Rights 

366 Adelaide Street West, Suite 300 
Toronto ON 
Canada M5V 1R9 
W www.cineflixrights.com 
Lucinda Gergley-Garner 
E lgergleygarner@cineflix.com 

Cineflix Rights 

3510 Boulevard St Laurent, Suite 202 
Montreal ON 
Canada H2X2V2 
Pablo Salzman 
E psalzman@cineflix.com 

CMJ Productions II Inc. 

640 Notre Dame, Suite 100 
Saint-Lambert QC 
Canada J4P 2L1 
W www.cmjprod.ca 
John Kuyk 
Ej.kuyk@cmjprod.ca 

Connexion Films International 

5555 Casgrain, Suite 301 
Montreal QC 
Canada H2T1Y1 
Daniel Vermette 
E dvermette@connexionfilms.ca 


Cream Productions 

380 Adelaide Street West, 3rd Floor 
Toronto ON 
Canada M5V 1R7 
W www.creamproductions.ca 
David Brady 

E dbrady@creamproductions.ca 
Kate Harrison 

E kharrison@creamproductions.ca 
Richard Life 

E rlife@creamproductions.ca 

Creations Tempete Blanche 

772 St-Francois-Xavier 
Terrebonne QC 
Canada J6W 6E8 
W www.tempeteblanche.com 
Simon Rodrigue 

E tempeteblanche@hotmail.com 

Creative Anarchy Inc 

248 Wright Ave 
Toronto ON 
Canada M6R 1L5 

W www.creativeanarchy.com/web/ 
index.php 
Robert Sandler 

E bsandler@creativeanarchy.com 

Crossing the Line Productions 

Barr An Uisce, Killincarrig Road, 

Greystones 

Wicklow 

Ireland 

W www.ctlfilms.com 
John Murray 

Ejohnmurray@ctlfilms.com 

Culbert Productions 
and Consulting 

116 Boardwalk Drive 
Toronto ON 
Canada M4L 3X4 
Bob Culbert 
E culbert@rogers.com 

Danish Broadcasting Corporation 

Emil Holms Kanal 20 
Copenhagen 
Denmark 999 
W www.dr.dk/viden 
Henrik Bjerring 
E hebj@dr.dk 
Lars RonnowTorp 
E ltp@dr.dk 

Dassault Systemes 

10 Rue Marcel Dassault 
Velizy-Villacoublay 
France 78946 
W 3ds.com 
Marie-Pierre Aulas 
E mariepierre.aulas@3ds.com 


DEEP Inc. 

585 Bloor Street West, #200 
Toronto ON 
Canada M6G 1K5 
Irene Vandertop 
Thomas Wallner 
E thomas@DEEP-inc.com 

Deep Sea Productions 

Rydboholms Gard 
Akersberga 
Sweden SE-18494 
W www.deepsea.se 
Malcolm Dixelius 
E malcolm@deepsea.se 
Bjorn Hagberg 
E bjorn@deepsea.se 
Martin Widman 
E martin@deepsea.se 

Deep Sky Productions 

9340 N. 92nd St. Suite 202 
Scottsdale AZ 
USA 85258 

W www.deepskyproductions.com 
Frank Kraljic 
E1jkraljic@cox.net 

Discovery Canada Networks 

9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
W www.discovery.ca 
Lindsay Cowan Dotchison 
E Lindsay.CowanDotchison@ 
bellmedia.ca 
Edwina Follows 

E edwina.follows@bellmedia.ca 
Bruce Glawson 

E bruce.glawson@bellmedia.ca 
Fadi Issa 

E Fadi.lssa@bellmedia.ca 
Paul Lewis 

E paul.lewis@bellmedia.ca 
Stan Lipsey 

E stan.lipsey@bellmedia.ca 
Ken MacDonald 
E ken.macdonald@bellmedia.ca 
Riley Nimens 

E Riley.Nimens@bellmedia.ca 
Michael Shewchenko 
E michael.shewchenko@bellmedia.ca 
Ziya Tong 
E ziya.tong@ctv.ca 
Heather Williamson 
E heather.williamson@bellmedia.ca 

Discovery Channel 

One Discovery Place 
Silver Spring MD 
USA 20910 
Robert Zakin 

E Robert_Zakin@discovery.com 


Discovery Channel 

10100 Santa Monica Blvd 
Los Angeles CA 
USA 90067 
Howard Swartz 

E howard_swartz@discovery.com 

Discovery Communications 

One Discovery Place 
Silver Spring MD 
USA 20910 
Brian Lavin 

E Brian_Lavin@discovery.com 
Jim Louderback 
Ejim@discoverydn.com 

Discovery Digital Networks 

2415 3rd Street, Suite 232 
San Francisco CA 
USA 94107 
Tom Lofthouse 

E tlofthouse@discoverydn.com 

Discovery Networks International 

1 Discovery Place 
Silver Spring MD 
USA 20910 
SarahT. Davies 

E Sarah_Davies@Discovery.com 
Marion Said 

E Marion_Said@discovery.com 

DLI Productions inc. 

4301, Avenue De L'esplanade 
Montreal QC 
Canada H2W1T1 
Irene Angelico 
E irene@dliproductions.ca 

doc.station Medienproduktion 
GmbH 

Strassenbahnring 13 
Hamburg 
Germany 20251 
W www.docstation.de 
Anne Siegele 
E lschulz@docstation.de 
Dr. Luise Wagner 
E info@docstation.de 

DOCDAYS Productions 

Schwedter Str. 34a 
Berlin 

Germany 10435 
W www.docdays.de 
Antje Boehmert 
E ab@docdays.de 

Doclab 

Via Dell'unita 23 

Venturina 

Italy 57029 

W www.doclab.it 

Barbara Bernardini 

E barbara.bernardini@insintesi.it 
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Doclab 

Via Della Giuliana, 66 

Rome 

Italy 195 

W www.doclab.it 
Marco Visalberghi 
E marco.visalberghi@doclab.it 

Docland Yard 

155 rue de Charonne 
Paris 

France 75011 

W wwww.gedeonprogrammes.com 
Thibaut Martin 

E tmartin@gedeonprogrammes.com 

Docside Production 

40 Rue De L'eglise 
Paris 

France 75015 
GuyaderGaelle 

E g.guyader@docsideproduction.fr 

DocumentaryTelevision.com 

424 Henry St 
Brooklyn NY 
USA 11231 

W www.documentarytelevision.com 
Peter Hamilton 
E r2k@verizon.net 

DOKfilm Fernsehproduktion 

August-bebel-strasse 26-53 
Potsdam 
Germany 14482 
W www.dokfilm.de 
Jost-Arend Boesenberg 
Ej.boesenberg@dokfilm.de 

DR 

Emil Holms Kanal 1 
Copenhagen 
Denmark 999 
Thomas Houkjaer 
E thoh@dr.dk 

DRG 

62-65 Chandos Place 
London 
UKWC2N4HG 
W www.drg.tv 
Caitlin Meek-O'Connor 
E c.meekoconnor@drg.tv 

DRIVE 

2nd Floor Bankstock Building, 

42/44 DeBeauvoir Crescent 

London 

UKN15SB 

W www.driveTv.co.uk 
Lilia Hurst 

E lilla@driveTv.co.uk 


DSP (Darlow Smithson Productions) 

1st Floor, Shepherds Building Central, 

Charecroft Way 

London 

UKW140EE 

W www.dsp.tv 

Ben Bowie 

E Ben.Bowie@dsp.tv 

Emily Dalton 

E Emily.Dalton@dsp.tv 

lain Riddick 

E lain.Riddick@dsp.tv 

Simon Young 

E Simon.Young@dsp.tv 

E Klinck Research 

282 Napier Street 
Collingwood ON 
Canada L9Y 3T3 
W www.elizabethklinck.com 
Elizabeth Klinck 
E e.klinck@rogers.com 

Earth Touch USA LLC 

7250 Woodmont Ave., #325 
Bethesda MD 
USA 20814 

W www.earthtouch.tv 
Melanie Carlos 

E mcarlos@earthtouchusa.com 

Earth-Touch Ltd 

5th Floor, Fairgate House, 

78 New Oxford Street 
London 
UKWC1A 1HB 
W earthtouchtvsales.com/ 

Susan Lee 

E susan@earthtouchuk.com 

ECO Media TV Produktion 

Vorsetzen 53 
Hamburg 
Germany 20459 
W www.ecomediatv.de 
Stephan Lamby 
E lamby@ecomediatv.de 
Thomas Schuhbauer 
E schuhbauer@ecomediatv.de 

Electric Pictures 

33 Canning Highway 
East Fremantle WA 
Australia 6158 

W www.electricpictures.com.au 
Andrew Ogilvie 
E ao@electricpictures.com.au 
Andrea Quesnelle 
E aq@electricpictures.com.au 


Entertainment One 
Television International 

2nd Floor, 20 Soho Square 

London 

UKW1D3QW 

Justina Hemperek 

Ejhemperek@entonegroup.com 

Entertainment One 
Television International 

145 King Street East, 3rd Floor 
Toronto ON 
Canada M5C 2Y7 
Jessica Watson 
Ejwatson@entonegroup.com 

eOne Television 

145 King St East, Suite 300 
Toronto ON 
Canada M4W3R8 
Loren Mawhinney 
E lmawhinney@entonegroup.com 

Essential Media 
and Entertainment 

Level 2,6a Nelson St, Annandale 
Sydney NSW 
Australia 2038 

W www.essential-media.com 
Alan Erson 

E alan.erson@essential-media.com 
Chris Hilton 

E chris.hilton@essential-media.com 

Exploration Production Inc. 

9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
W www.exploration.ca 
Tony Leadman 

E tony.leadman@bellmedia.ca 
Gloria Matthews 
E gloria. matthews@bellmedia.ca 
Karen McCairley 
E karen.mccairley@bellmedia.ca 
Kelly McKeown 

E kelly.mckeown@bellmedia.ca 
Kathryn Oughtred 
E kathryn.oughtred@bellmedia.ca 

EYESTEELFILM 

7095 Marconi, Suite 201 
Montreal QC 
Canada H2S 3K4 
Bob Moore 

E bob@eyesteelfilm.com 

Face to Face Media 

1818 Grant Street 
Vancouver BC 
Canada V5L2Y8 
W www.facetofacemedia.ca 
Betsy Carson 
E carson@smartt.com 


fact+film 

Hastedter Osterdeich 222 
Bremen 

Germany 28207 
W www.fact-film.de 
Michael Wolff 
E wolff@fact-1ilm.de 

Fadoo Productions Inc. 

629 Eastern Ave, Unit A102 
Toronto ON 
Canada M4M1E3 
Corey Russell 
E corey@fadoo.com 

Fata Morgana Productions Inc 

4121 Avenue Wilson 
Montreal QC 
Canada H4A 2V1 
W www.fatmo.ca 
Yves Bisaillon 
E yves@fatmo.ca 
Sylvie Krasker 
E krasfm@sympatico.ca 

Ferns Productions 

151 Denison Road 
Victoria BC 
Canada V8S4K2 
W www.fernsproductions.com 
Pat Ferns 

E pat@fernsproductions.com 

Fill the Frame Productions Ltd. 

35 Wheatfield Road 
Toronto ON 
Canada M8V2P5 
W www.filltheframe.ca 
Jennifer McAuley 
E jennifer@filltheframe.ca 

Filmoption International Inc. 

3401, Saint-Antoine 
Westmount QC 
Canada H3Z 1X1 
W www.filmoption.com 
Lizanne Rouillard 
E lizanne@filmoption.com 

Films a Cinq 

49 Rue De Rochechouart 
Paris 

France 75009 

Martin de la Fouchardiere 

E mfouchardiere@filmsacinq.com 

Films de I'Oeil inc. 

5323 de Brebeuf, Suite 200 
Montreal QC 
Canada H2J 3L8 
W filmsdeloeil.com 
Catherine Drolet 

E catherinedrolet@filmsdeloeil.com 
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Films du Rapide-Blanc 

2525 Des Carrieres 
Montreal QC 
Canada HIYINI 
Sylvie Van Brabant 
E svb@rapideblanc.ca 

Fire Ants Productions LLC D.B.A 
ReelTag 

419 Lafayette Street, FI 2 
New York NY 
USA 10003 

Jean-Sebastien Brettes 
E jsb rettes@ reeltag.com 

Flame Distribution 

PO Box 469 
Artarmon NSW 
Australia 1570 
W flamedistribution.com 
Fiona Gilroy 

E fgilroy@flamedistribution.com 
Sarah McCormack 

E smccormack@flamedistribution.com 

France Televisions 

2 Rue Marceau 
Issy-les-Moulineaux 
France 92130 

W www.francetelevisions.fr 
Caroline Behar 
E caroline.behar@francetv.fr 
Ann Julienne 
E ann.julienne@francetv.fr 
Thierry Mino 

E thierry.mino@francetv.fr 
Perrine Poubeau 
E perrine.poubeau@francetv.fr 

France Televisions Distribution 

1 Boulevard Victor, Immeuble Le Barjac 
Paris 

France 75015 
W www.contentsales. 

francetvdistribution.fr/public/privacy 
Yann Chapellon 
E yann.chapellon@francetv.fr 
Bertrand Lossignol 
E bertrand.lossignol@francetv.fr 

Frantic Films 

300-70 Arthur Street 
Winnipeg MB 
Canada R3B 1G7 
W www.franticfilms.com 
Jamie Brown 
E styler@franticfilms.com 

FremantleMedia 

4000 West Alameda Ave, 2nd Floor 
Burbank CA 
USA 91505 
Mark Lewis 

E mark.lewis@fremantlemedia.com 


Galafilm 

443 St-Vincent 
Montreal QC 
Canada H2Y 3A6 
W www.galafilm.com 
Arnie Gelbart 
E agelbart@galafilm.com 

Galaxie Presse 

76 Rue Du Faubourg St Denis 
Paris 

France 75010 
W www.galaxie-presse.fr 
Thierry Caillibot 
E t.caillibot@galaxie-presse.fr 
Romain Grumbach 
E rgrumbach@galaxie-presse.fr 
Bernard Vaillot 
E b.vaillot@galaxie-presse.fr 

GAPC Entertainment Inc. 

1550 Laperriere Avenue, Suite 102 
Ottawa ON 
Canada K1Z7T2 

W www.gapcentertainment.com 
Hoda Elatawi 
E helatawi@gapc.com 

Gebrueder Beetz Filmproduktion 

Heinrich-Roller-Strasse 15 
Berlin 

Germany 10405 
W beetz-brothers.de 
Christian Beetz 

E c.beetz@gebrueder-beetz.de 

Gebrueder Beetz Filmproduktion 
Cologne 

Breite Strasse 110 
Cologne 
Germany 50667 
W www.beetz-brothers.de 
Ira Beetz 

E i.beetz@gebrueder-beetz.de 

Gebrueder Beetz Filmproduktion 
Hamburg GmbH & Co. KG 

Eppendorfer Weg 93a 
Hamburg 
Germany 20259 
W www.gebrueder-beetz.de 
Reinhardt Beetz 
E r.beetz@gebrueder-beetz.de 

Gedeon Programmes 

155 rue de Charonne 
Paris 

France 75011 

W www.gedeonprogrammes.com 
Cecile Kiegel 

E ckiegel@gedeonprogrammes.com 
Stephane Milliere 

E smilliere@gedeonprogrammes.com 


Genepool Productions 

15 Norma Barnett Lane 
Port Melbourne Vic 
Australia 3207 

W www.genepoolproductions.com 
Sonya Pemberton 

E sonya@genepoolproductions.com 
Josephine Wright 
Ejo@genepoolproductions.com 

Genepool Productions 

282 BellairSt 
Kensington Vic 
Australia 3031 
Michiko Smith 
E michikosmith@me.com 

Georama TV Productions 

2 Mairie Strasse 
Cadours 
France 31480 

W www.carbon-the-film.com 
Nicolas Koutsikas 
E nkoutsikas@georamatv.com 

Getty Images 

USA 

Ed Barron 

E Ed.barron@gettyimages.com 
Wilfred Tenaillon 

EWilfred.tenaiilon@gettyimages.com 

Getzels Gordon Productions 

4922 Fairmont Ave. 

Bethesda MD 
USA 20814 

W www.getzelsgordon.com 
Harriet Gordon Getzels 
E harriet@getzelsgordon.com 

Globalstory 

2/120 Beach Street 
Coogee NSW 
Australia 2034 
W globalstory.tv 
Randall Wood 
E globalstory@gmaii.com 

Gobez Media 

622—55 Stewart Street 
Toronto ON 
Canada M5V2V1 
Tamara Dawit 
Etamara@gobez.ca 

Great Pacific Media Inc 

201-3410 Lougheed Highway 
Vancouver BC 
Canada V5M2A4 
Greg Thorpe 

E gthorpe@greatpacifictv.com 


Grifa Filmes 

General Furtado Do Nascimento 740 
Cj 125 
Sao Paulo 
Brazil 5465070 
W www.grifafiimes.com/en/ 
Fernando Dias 
E fernando@grifafilmes.com 
Mauricio Dias 

E mauricio@grifafilmes.com 

Groupe PVP inc. 

296, Rue St-pierre 
Matane QC 
Canada G4W2B9 
fli Laliberte 
E info@pvp.ca 

Gruppe 5 Filmproduktion 

Kartaeuserwail 19-21 
Cologne 
Germany 50678 
W www.gruppe51ilm.de 
Alexander Hesse 

E Alexander.Hesse@gruppe5film.de 

Handel Productions 

424 Guy Street, Suite 110 
Montreal QC 
Canada H3J1S6 
W www.handelproductions.ca 
Andre Barro 

E andre@handelproductions.ca 
Alan Handel 

E alan@handelproductions.ca 

Heritage Media 

658 Erb St. W, PO Box 22024 Ira 

Needles 

Waterloo ON 

Canada N2T0A2 

Lynn Osborne-Way M.Ed 

E buildingsthatlast@gmail.com 

HG Distribution 

249 De Cleves 
Laval QC 

Canada H7M 4W5 
W www.hgagnondistribution.com 
Henry Gagnon 

E henry@hgagnondistribution.com 

HitPlay Productions 

106 Russett Ave. 

Toronto ON 
Canada M6H 3M3 
W www.hitplayproductions.ca 
Nadine Pequeneza 
E pequeneza@hitplayproductions.ca 
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Hot Docs 

110 Spadina Avenue, Suite 333 
Toronto ON 
Canada M5V2K4 
W www.hotdocs.ca 
Brett Hendrie 
E bhendrie@hotdocs.ca 

Icon Films 

3rd Floor College Flouse, 32-36 
College Green 
Bristol 
UKBS1 5SP 

W www.iconfilms.co.uk 
Alex Brisland 

E alex.brisland@iconfilms.co.uk 
FHarry Marshall 

E harry.marshall@iconfilms.co.uk 
Laura Marshall 

E laura.marshall@iconfilms.co.uk 

ID Productions 

105,10169104 Street 
Edmonton AB 
Canada T5J1A5 
W www.idproductions.ca 
Rosvita Dransfeld 
E rosie@idproductions.ca 

Ideacom international 

300-1000 Amherst St 
Montreal QC 
Canada H2L3K5 
W www.facebook.com/ 
ideacominternational 
Josette D Normandeau 
E zenith@istar.ca 

ifs International Filmschool 

Werderstr. 1 
Cologne 
Germany 50672 
W www.filmschule.de 
Marion Ammicht 
E mammicht@googlemail.com 
Ulrich Aschenbrenner 
E ulrich.aschenbrenner@ 
mimikryfilm.com 
Susanne Klein 
E sklein@sparkmedia.de 
Nina Kradepohl 
E nk@pypfilm.com 
Bernd Schaarmann 
E bernd@coolfilms.de 
Axel Schmidt 

E axlschmidt@netcologne.de 
Paula Wehmeyer 
E post@paulawehmeyer.de 

ifs International Filmschool/ 
144film 

Germany 

W www.144film.com 
Alexandra Sorgenicht 
E mail@144film.com 


lllegitime Defense 

111 Avenue Victor Flugo 
Paris 

France 75116 
Laure Bernard 

E lbernard@illegitimedefense.com 
Arnaud Xainte 

E xainte@illegitimedefense.com 

Image Farm Productions Sdn Bhd 

Penang 

Malaysia 

Tang Siang Ching 
E siangching@imagefarm.com.my 

Impossible Pictures Factual 

11 c Gower Mews 
London 
UKWC1E6HP 
Jonathan Drake 
Ejonathan.drake@ 
threeriverstudios.co.uk 
Steve Maher 
E gwyn@firestep.net 
Paul Wooding 
E paul.wooding@ 
impossiblepictures.co.uk 

Independent 

Toronto ON 
Canada 

Margaret Atwood 

Independent 

9572 Windsor St 
Chilliwack BC 
Canada V2P6C2 
Carin Bondar 

E carinbondar@gmail.com 

Independent 

13313 Drew Lane 
Potomac MD 
USA 20854 
Michael Cascio 
E MichaelJCascio@aol.com 

Independent 

Canada 
Sarah Chow 
E sswchow@gmail.com 

Independent 

411-78 Richmond St 
Vancouver & Montreal BC 
Canada V3L5T2 
Victoria Frodsham 
E vix@telus.net 

Independent 

Canada 
Chris Hadfield 


Independent 

London 

UK 

James Flawes 
E mail@jameshawes.com 

Independent 

UK 

Zena Marks 

E z.a.marks@googlemail.com 

Independent 

505 5th Ave. S, Ste. 900 
Seattle WA 
USA 98104 
James Byrne 
E jbyrne28@me.com 

Independent 

USA 

Kelly Masterson 
E kmasterson532@verizon.net 

Independent 

369 Canning St, Carlton North 
Melbourne Vic 
Australia 3065 
Kate Pappas 

E katepappas.tv@gmail.com 

Independent 

9, Rue De L'asile 

Chatou 

France 78400 

Christine Reisen 

E christine.reisen@gmail.com 

Independent 

Flat 1 b, 30 Nottingham Place 

London 

UKW1U5NP 

Amelia Vale 

E ameliavale@hotmail.com 

Infield Fly Productions 

166 Courcelette Rd 
Toronto ON 
Canada Ml N2T2 
W www.infieldflyproductions.com 
Dugald Maudsley 
E infieldfly@rogers.com 

InformAction Films 

460 Ste-Catherine West, Suite 927 
Montreal QC 
Canada FI3B 1A7 
Ian Oliveri 

E ioliveri@informactionfilms.com 


Inigo Films 

213-401 Richmond St. W 
Toronto ON 
Canada M5V3A8 
W www.inigofilms.com 
Alison Rose 
E aer@inigofilms.com 

Insight Media Works Inc. 

419 Elm St. 

Sudbury ON 
Canada P3C 1W3 
Christian Elliott 
E christianelliott@mac.com 

Interspot Film 

Walter Jurmann Gasse 4 
Vienna 
Austria 1230 
W www.interspot.at 
Fleinrich Mayer 
E mayer@interspot.at 

Intuitive Pictures 

1973 Falardeau Street 
Montreal QC 
Canada H2K2L9 
W www.intuitivepictures.ca 
Ina Fichman 

E ina@intuitivepictures.ca 

ITN Source 

200 Gray's Inn Road 
London 
UKWC1X8XZ 
W www.itnsource.com 
Flanna Davies 

E hanna.davies@itnsource.com 

ITN Source 

48 Wall Street, Suite 1100 
New York NY 
USA 10005 

W www.itnsource.com 
Nan Halperin 

E nan.halperin@itnsource.com 

IWC Media 

93-97 St. Georges Road 

Glasgow 

UKG3 6JA 

W www.iwcmedia.co.uk 
Ross Harper 

E ross.harper@iwcmedia.co.uk 

Jaguarundi 

Calz Desierto De Los Leones 
5958 Casa 36 
Mexico City 
Mexico 1800 
Mariana Ochoa 
E a.p.m.ochoa@gmail.com 
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Java Films 

38 Quai du Point du Jour 
Boulogne 
France 92100 
W www.javafilms.fr 
Kathryn Bonnici 
E kathryn@javafilms.fr 

Jet TV Malaysia 

A-2-12 Merchant Square, Jalan 
Tropicana Selatan 1, PJU 3, 
Petaling Jaya, Selangor 
Malaysia 47410 
W www.jettv.my 
Ai Nie Wong 
E ainiewong@gmail.com 

JKJ-TV International 

43 Merrylynn Dr. 

Richmond Hill ON 
Canada L4C 5B2 
Wally Longul 
E wlongul@rogers.com 

Jonnie Morris Productions 

Bird-1/274 Barkly St Brunswick 
Melbourne Vic 
Australia 3765 
Jonnie Morris 
Ejonnie.morris@gmail.com 

JWM Productions 

6930 Carroll Ave., #600 
Takoma Park MD 
USA 20912 

W www.jwmprods.com 
Jason Williams 
Ejasonw@jwmprods.com 

K22 film&entertainment 

Poststr. 37 
Mainz 

Germany 55126 
W www.k22film.de 
Wolfram Giese 
E wolfram@k22film.de 

Kensington Communications 

451 Adelaide Street West 
Toronto ON 
Canada M5V 1T1 
W www.kensingtontv.com 
Tara Jan 

E tara@kensingtontv.com 
Robert Lang 

E rlang@kensingtontv.com 

Keo films Ltd 

9-10 Great Sutton Street 
London 
UK EC1V0BX 
Colleen Flynn 

E colleen.fiynn@keofilms.com 
Debbie Manners 
E debbie.manners@keofilms.com 


Kwanza 

Paris 

France 

Robert Salvestrin 
E robert.salvestrin@gmail.com 

La Compagnie des Taxi Brousse 

98 Rue Jean Pierre Timbaud 
Paris 

France 75011 

W www.cie-taxibrousse.com 
Laurent Mini 

E lmini@cie-taxibrousse.com 
Maurice Ribiere 

E mribiere@cie-taxibrousse.com 
Antoine Bamas 

E abamas@cie-taxibrousse.com 
Karim Samai 

E ksamai@cie-taxibrousse.com 

Laengengrad Filmproduktion GmbH 

Haendelstr. 25-29 
Cologne 
Germany 50674 
W www.laengengrad.de 
Thomas Weidenbach 
E info@laengengrad.de 

Lagardere Entertainment Rights 

Paris 

France 

W www.europeimages.com/ 
Emmanuelle Bouilhaguet 
E emmanuelle.bouilhaguet@ 
le-rights.com 

Larkin McPhee Productions, LLC 

1800 Dupont Avenue South 
Minneapolis MN 
USA 55403 
Larkin McPhee 
E lmcphee@visi.com 

Las Minas 

Ave. Suecia 513 #402, Providencia 
Santiago 
Chile 7510192 
W vimeo.com/lasminas 
Gaston Chedufau 
E gaston@lasminas.cl 

Laurus Productions Inc. 

4901 Hutchison 
Montreal QC 
Canada H2V4A4 
Lori Braun 

E loribraun@videotron.ca 

Le Miroir 

99 Boulevard de I'Hopital 
Paris 

France 75013 
W www.lemiroir.com 
Gabriel Chabanier 
E gabchab@lemiroir.com 


Leo Burnett Australia 

Australia 
Todd Sampson 

Les Films d'lci 

62, Boulevard davout 
Paris 

France 75020 
W www.lesfilmsdici.fr 
Charlotte Uzu 

E charlotte.uzu@lesfilmsdici.fr 

Lion Television 

26 Paddenswick Road 
London 
UKW6 0UB 
W www.liontv.co.uk 
Richard Bradley 
E richard.bradley@liontv.co.uk 
Tessa James 

E tessa.james@liontv.co.uk 

Lion Television 

19 Fulton St, Suite 500 
New York NY 
USA 10038 
W www.liontv.com 
TonyTackaberry 
E tony.tackaberry@liontv.us 

Looking Glass International 

499 Dundas Street 
St Andrews Beach Vic 
Australia 3941 

W www.lookingglassint.com 
Nha-Uyen Chau 

E nha-uyen@lookingglassint.com 

Louise Rosen Ltd. 

16 High Street 
Brunswick ME 
USA 4011 

W www.louiserosenltd.com 
Louise Rosen 
E LRosenLtd@aol.com 

LP8 Media 

645 Wellington St. Suite 210 
Montreal QC 
Canada H3C 1T2 
Marleen Beaulieu 
E mbeaulieu@lp8media.ca 

Mad Hive Media Inc. 

250The Esplanade, Suite 129 
Toronto ON 
Canada M5A1J2 

W www.madhivemediagroup.com 
Robyn Hutt 

E rhutt@madhivemediagroup.com 
Rachel Low 

E rlow@madhivemediagroup.com 


MagoFilms 

12 Warralong Crescent, Coolbinia 
Perth WA 
Australia 6050 
W www.magofilms.com.au 
Marian Bartsch 
E marian@magofilms.com.au 

Make Believe Media Inc. 

301 -145 Keefer Street 
Vancouver BC 
Canada V6A 1X3 
W www.makebelievemedia.com 
Lynn Booth 

E lynn@makebelievemedia.com 
Bruce Whitty 

E bruce@makebelievemedia.com 

Making Movies 

195 Ponsonby Road 
Auckland 
New Zealand 1001 
W www.docs.moviesnz.com 
James Heyward 
E info@moviesnz.com 

Mallinson Sadler Productions 

29 Lynedoch Street 
Glasgow 
UKG3 6EF 

W www.msptv.co.uk 
Crispin Sadler 

E crispin_sadler@blueyonder.co.uk 

Mandarin Film 

Sanlitun 34-2-102 
Beijing 

China 100027 
W www.mandarinfilm.com 
Patrick Carr 

E patrickcarr@mandarinfilm.com 

Marco Polo Film AG 

Handschuhsheimer Landstr. 73 
Heidelberg 
Germany 69121 
W www.marco-polo-film.de 
Annette Scheurich 
E annette@marco-polo-film.de 

Markham Street Films 

487 Adelaide Street West, Suite 201 
Toronto ON 
Canada M5V1T4 
W www.markhamstreet.com 
Aaron Hancox 

E ahancox@markhamstreet.com 
Michael McNamara 
E mmcnamara@markhamstreet.com 
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Matter of Fact Media 

258 Wallace Ave., Suite 104 
Toronto ON 
Canada M6P 3M9 
W www.matteroffactmedia.com 
Vanessa Dylyn 

EVanessa@matteroffactmedia.com 

MC4 

France 

Nicolas Deschamps 
E n.deschamps@mc4.fr 

Media 3.14 

Diagonal 177 
Barcelona 
Spain 8018 

W www.media314.cat 
Joan Ubeda Carulla 
Ejubeda@mediapro.es 

medialab 

36a Lambs Conduit Street 
London 
UKWC1N3LD 
W www.medialabuk.com 
Gillian Mosely 

E gillianmosely@medialabuk.com 

Mediatique inc. 

62 Wellesley West # 606 
Toronto ON 
Canada M5S 2X3 
Daniele Caloz 

E danielecaloz@mediatique.ca 

Medill School of Journalism - 
Northwestern University 

320 West Illinois Street, Apt. 2008 
Chicago IL 
USA 60654 
W theresachong.net 
Theresa Chong 
E theresachong2013@ 
u.northwestern.edu 

Merit Motion Pictures 

248 Princess Street 
Winnipeg MB 
Canada R3B 1M2 

W www.meritmotionpictures.com 
Erna Buffte 

E ebuffie@mymts.net 
Merit Jensen Carr 
E merit@meritmotionpictures.com 

Merlin Ventures 

580 East Lane Drive 
Villa ParkIL 
USA 60181 
John Railing 

E popupbooks@msn.com 


Mindful Media 

9/31 Church St, Balmain 
Sydney NSW 
Australia 2041 

W www.mindfulmedia.com.au 
Isabel Perez 

E isabel.marisina@gmail.com 
Paul Scott 

E pscottfilms@bigpond.com 

Ministere de la Culture et 
des Communications 

225, Grande Allee Est, 2e Etage, Bloc C 
Montreal QC 
Canada G1R 5G5 
Beatrice Couillard 

E beatrice.couillard@mcc.gouv.qc.ca 

Mokko Studio 

1711 St-Patrick 
Montreal QC 
Canada H3K3G9 
W www.mokkostudio.com 
Danny Bergeron 

E dbergeron@mokkostudio.com 

Mokko Studio 

USA 

Jon Robertson 

Ejrobertson@mokkostudio.com 

Mona Lisa Production 

3 Et 4 Place Louis Chazette 
Lyon 

France 69001 

W www.monalisa-prod.com 
Eric Verniere 

E everniere@monalisa-prod.com 

Motherboard 

90 North 11th Street 
Brooklyn NY 
USA 11211 
Thobey Campion 
E thobey.campion@vice.com 

Mountainside Films 

PO Box 2781 
Sidney BC 
Canada V8L5Y9 
Michael Parfit 
E parfitm@aol.com 

MOVE productions 

Via Sussisa 70 
Sori, Genova 
Italy 16031 

W www.luminousrangefilms.com, 
www.moveproductions.it 
Stefano Strocchi 
E stefano@moveproductions.it 


Muse Entertainment Enterprises Inc. 

171 East Liberty Street #272 
Toronto ON 
Canada M6K3P6 
Ann Harbron 
E aharbron@muse.ca 
Jonas Prupas 
E JonasPRUPAS@muse.ca 

Muse Entertainment Enterprises Inc. 

3451 Rue St Jacques 
Montreal QC 
Canada H4C 1 HI 
W www.muse.ca 
Betty Palik 
E bpalik@muse.ca 
Jesse Prupas 
Ejprupas@muse.ca 

N24 

Marlene Dietrich Platz 5 
Berlin 

Germany 10785 
W www.n24.de 
Astrid Steinmeyer 
E astrid.steinmeyer@n24.de 

National Film Development 
Corporation Malaysia (FINAS) 

Kuala Lumpur 
Malaysia 

Subaidah Md.Top 
E subaidah@finas.gov.my 
Mohd Nazrul 
E nazfinas@gmail.com 

National Geographic Channel 

1145 17th Street NW 
Washington DC 
USA 20036 

W www.natgeotv.com 
Germaine Deagan Sweet 
E Gdeagan@natgeotv.com 
Michael Mavretic 
E mmavretic@natgeotv.com 
JC Mills 

Ejmills@natgeotv.com 

National Geographic Channels 
International 

Shepherds Building East, Richmond Way 

London 

UKW140DQ 

Hannah Demidowicz 

E hannah.demidowicz@fox.com 

Ed Sayer 

E ed.sayer@fox.com 


National Geographic Channels 
International 

1145 17th Street NW 
Washington DC 
USA 20036 

W channel.nationalgeographic.com/ 
channel 

Stephen Hunter 
E shunter@natgeotv.com 
Carlyn Staudt 
E cstaudt@natgeotv.com 

National Geographic Television 

1145 17th Street NW 
Washington DC 
USA 20036 
Brooke Runnette 
E dparsons@ngs.org 

National Science Foundation 

4201 Wilson Boulevard, Suite 885 
Arlington VA 
USA 22230 
W www.nsf.gov 
Valentine Kass 
E vkass@nsf.gov 

National Taiwan University 

1, Sec. 4 Roosevlt Rd. 

Taipei 

Taiwan 10671 
Cheng-jen Shih 
E shihcj@ntu.edu.tw 

NBC Universal, Media 

30 Rockefeller Plaza 
New York NY 
USA 10112 
Benjamin Ringe 
E benjamin.ringe@nbcuni.com 

NEW DOCS 

Raderberger Str. 145 
Cologne 
Germany 50968 
W www.newdocs.de 
Elina Kewitz 

E elina.kewitz@newdocs.de 

Newen Distribution 

TELFRANCE, 71 rue de la Victoire 
Paris 

France 75009 
W www.telfrance.com 
Christine Le Goff 
E legoff@telfrance.fr 

Newroad Media 

317 Adelaide Street West, Suite 520 
Toronto ON 
Canada M6G 1T5 
Mario Miazga 

E marlo@newroadmedia.ca 
Ann Marie Redmond 
E annmarie@newroadmedia.ca 
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NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
Sayumi Horie 
E horie.s-gg@nhk.or.jp 
Yuko Ito 

E ito.y-ey@nhk.or.jp 
Hiroaki Katayama 
E katayama.h-hk@nhk.or.jp 
Yuji Maruyama 
E maruyama.y-es@nhk.or.jp 
Kayoko Mitsumatsu 
Naofumi Nakamura 
E nakamura.n-hs@nhk.or.jp 
Atsushi Nishida 
E nishida.a-gi@nhk.or.jp 
Koichi Okumura 
E okumura.k-dy@nhk.or.jp 
Tomoyuki Osato 
E osato.t-ge@nhk.or.jp 
Takeshi Shibasaki 
E shibasaki.t-hg@nhk.or.jp 
Kazuki Ueda 
E ueda.k-fy@nhk.or.jp 
Jun Urakawa 
E urakawa.j-fi@nhk.or.jp 
Shin Yasuda 

E yasuda.s-hq@nhk.or.jp 

NHNZ 

5 Melville Street 
Dunedin 

New Zealand 9016 
W www.nhnz.tv 
Judith Curran 
Ejcurran@nhnz.tv 

NHNZ 

Suite 3 1707 N St. NW 
Washington DC 
USA 20036 
W www.nhnz.tv 
Phil Fairclough 
E philnhnz@gmail.com 

Nilaya Productions 

28 rue du Docteur Finlay 
Paris 

France 75015 
W www.nilaya.fr/en 
Patricia Boutinard Rouelle 
E p.boutinardrouelle@gmail.com 

Northern Pictures 

226/122 Lang Road, Fox 
Entertainment Quarter, Moore Park 
Sydney NSW 
Australia 2021 

W www.northernpictures.com.au 
Sue Clothier 

Esue.clothier@northernpictures.com.au 
Karina Elolden 

E karina@northernpictures.com.au 


Northern Sky Entertainment 

508 Riverside Drive 
Toronto ON 
Canada M6S4B5 

W www.northernskyentertainment.ca 
Wayne Abbott 
E wayne@northernsky.tv 

NOIZA/WGBH 

One Guest Street 
Boston MA 
USA 2135 

W www.pbs.org/nova 
Paula S. Apsell 
E psa@wgbh.org 
Evan Hadingham 
E evan_hadingham@wgbh.org 
Chris Schmidt 
E chris_schmidt@wgbh.org 
Melanie Wallace 
E melanie_wallace@wgbh.org 

Nutopia 

Kirkman House, 1st Floor, 

12-14 Whitfield Street 
London 
UKW1T2RF 
W www.nutopia.com 
Jane Root 

Ejane@nutopia.com 

Octapixx Worldwide 

200 Tiffneld Road, Suite 101 
Toronto ON 
Canada Ml V5J1 
W www.octapixx.com 
Stacey Blake 
E sblake@octapixx.com 

October Films 

30-31 Lyme Street, Lymehouse Studios 

London 

UKNW10EE 

Adam Bullmore 

E adam.bullmore@octoberfilms.co.uk 
Gareth Cornick 

E gareth.cornick@octoberfilms.co.uk 

October Films 

Lymehouse Studios, 

30-31 Lyme Street, Camden 

London 

UKNW1 OEE 

W www.octoberfilms.co.uk 
Denman Rooke 

E denman_rooke@octoberfilms.co.uk 


Off the Fence 

Herengracht 105-107 
Amsterdam 
Netherlands 1015BE 
W www.offthefence.com 
Mark Dee-Shapland 
E mark@offthefence.com 
Ludo Dufour 
E ludo@offthefence.com 
Georgina Eyre 

E georgina@offthefence.com 

Off The Fence 

1438 N. Gower Street, Bldg 74 
Hollywood CA 
USA 90028 
Havva Eisenbaum 
E havva@offthefence.com 

On Screen Productions Ltd 

45956 

Nairobi 

Kenya 100 

Catherine Muema 

E cathymuema@gmail.com 

One Planet 

44 rue du temple 
Paris 

France 75004 
W www.oneplanet.fr 
Victoire De Mones 
E victoire.demones@oneplanet.fr 

OR Media 

5- 6 Portland Mews, Soho 
London 

UKW1F8JG 
Christopher Mitchell 
E christopher.mitchell@ormedia.co.uk 

Orangeville Road Pictures 

6- 79 Renfrew St. 

Winnipeg MB 
Canada R3N 1J2 
Steve Suderman 

E steve@orangevilleroad.com 

ORF 

Austrian Broadcasting Corporation, 
Wuerzburggasse 30 
Vienna 
Austria 1136 
David Albareda 
E david.albareda@orf.at 
Andrew Solomon 
E andrew.solomon@orf.at 


Oxford Scientific Films 

21-22 Warwick Street 

London 

UKW1B5NE 

W www.oxfordscientificfilms.tv 
Clare Birks 

E cbirks@oxfordscientificfilms.tv 
Peter Collins 

E pcollins@oxfordscientificfilms.tv 
Steve Condie 

E scondie@oxfordscientificfilms.tv 
Alice Keens-Soper 
E aliceks@oxfordscientificfilms.tv 

Paperny Entertainment Inc. 

2043 Quebec St 
Vancouver BC 
Canada V5T2Z6 
David Paperny 

E david@papernyentertainment.com 

Parabola Films 

210b Mozart West 
Montreal QC 
Canada H2S 1C4 
W www.parabolafilms.ca 
Selin Murat 

E selin@parabolafilms.ca 

Parallax Film Productions 

973 Stevens Street 
White Rock BC 
Canada V4B 4X5 
W www.parallaxfilm.com 
Ian Herring 

E iherring@parallaxfilm.com 
Maija Leivo 

E maija@parallaxfilm.com 

Part2 Pictures 

302 Butler Street 
Brooklyn NY 
USA 11217 
Amy Bucher 

E rachelf@part2pictures.com 

Partners In Motion 

604 Columbia Street Suite 470 
New Westminster BC 
Canada V3M 1A5 
Ron Goetz 

E rgoetz@partnersinmotion.com 

Partners In Motion 

1670 Angus Street 
Regina SK 
Canada S4T1Z2 
Chris Triffo 

E ctriffo@partnersinmotion.com 
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Passport to Knowledge/GHSPi 

27 Washington Valley Road 
Morristown NJ 
USA 7960 

W earththeoperatorsmaual.com 
Geoff Haines-Stiles 
E ghs@passporttoknowledge.com 

PBS 

2100 Crystal Drive 
Arlington VA 
USA 22202 
W www.pbs.org 
Beth Hoppe 
E bchoppe@pbs.org 
Mike Kelley 
E mdkelley@pbs.org 
Bill Margol 
E blmargol@pbs.org 
Erica Watson 
E emwatson@pbs.org 

PBS Distribution 

Arlington VA 
USA 

W shopPBS.org 
Amy Letourneau 
E arletourneau@pbs.org 

PBS International 

10 Guest Street 
Boston MA 
USA 2135 

W www.pbsinternational.org 
Anna Alvord 
E agalvord@pbs.org 
Nanci Barker Church 
E nbchurch@pbs.org 
Tom Koch 
Ejtkoch@pbs.org 
Charles Schuerhoff 
E chschuerhoff@pbs.org 

PF Productions 

USA 

David Kaplan 
Mark Levinson 

E levinsonmark@earthlink.net 

pia marquard consulting 

983 Rue Napoleon 
Montreal QC 
Canada H2L1C6 
Pia Maria Marquard 
E piamarquard@videotron.ca 

Picture Films 

139 Roding Court, Emlyn Gardens 
London 
UKW12 9UG 
W www.picturefilms.tv 
Tilman Remme 
E tilman@picturefilms.tv 


Pioneer Productions 

Voyager House, 32 Galena Road 

London 

UKW6 0LT 

W www.pioneertv.com 
Stuart Carter 

E stuart.carter@pioneertv.com 
Jeremy Dear 

Ejeremy.dear@pioneertv.com 
Kirstie McLure 

E kirstie.mclure@pioneertv.com 
Ailsa Orr 

E ailsa.orr@pioneertv.com 

Pixcom Productions 

444 St-Paul Est 
Montreal QC 
Canada H2Y 3V1 
W www.pixcom.com 
Meredith Fowke 
E mfowke@pixcom.com 
Nicola Merola 
E nmerola@pixcom.com 
Christine Nielsen 
E cnielsen@pixcom.com 
Cara Volchoff 
E cvolchoff@pixcom.com 
Emmanuelle Wiecha 
E ewiecha@pixcom.com 

Pixel Dreams 

Toronto ON 
Canada 

W pixeldreams.com 
Daniel Libby 

E liberty@pixeldreams.com 

PMA Productions Inc. 

1617 Selkirk Ave. 

Montreal QC 
Canada H3H 1C7 
W www.pmaproductions.com 
Kenneth Hirsch 

E khirsch@pmaproductions.com 

Point du Jour International 

23 Rue De Cronstadt 
Paris 

France 75015 

W www.pointdujour-international.fr 
Luc Martin-Gousset 
E l.martingousset@pointdujour.fr 
Doris Weitzel 

E d.weitzel@pointdujour.fr 

Powderhouse 

212 Elm Street 
Somerville MA 
USA 2144 

W www.powderhouse.net 
Tug Yourgrau 

E tyourgrau@powderhouse.net 


pre tv Gesellschaft fuer Film— 
und Videoproduktion mbH 

Edelsinnstrasse 58 
Vienna 
Austria 1120 
W www.pretv.at 
Nikolaus Wisiak 
E nikolaus.wisiak@pretv.at 

Primitive Entertainment 

585 Bloor Street West, Suite 300 
Toronto ON 
Canada M6G 1K5 
W www.primitive.net 
Michael McMahon 
E michael@primitive.net 

Productions Megafun Inc. 

3401, Saint-Antoine West 
Westmount QC 
Canada H3Z 1X1 
Paul Cadieux 
E cadieux@megafun.ca 

Productions Multi-Monde 

4067 Boul. St-Laurent, Suite 201 
Montreal QC 
Canada H2W1Y7 
W www.pmm.qc.ca 
Marlene Edoyan 
E medoyan@pmm.qc.ca 

Productions Nova Media 

34, Gamble Est, Bureau 201 
Rouyn-Noranda QC 
Canada J9X 3B7 

W www.productionsnovamedia.com 
Louise Girard 

E lgirard@productionsnovamedia.com 
Yves Lafontaine 
Eylafontaine@ 
productionsnovamedia.com 

Program 33 

33 Rue Trousseau 
Paris 

France 75011 

W www.program33.com/ 

Fabrice Coat 

E f.coat@program33.com 

Proper Television 

409 King St. West, Suite 201 
Toronto ON 
Canada M5V1K1 
W www.propertelevision.com 
Guy O'Sullivan 

E erika@propertelevision.com 


ProSiebenSat.1 TV Deutschland 

Gutenbergstr. la 
Unterfohring 
Germany 85774 
W en.prosiebensatl .com/ 

Carina Teutenberg 
E Carina.Teutenberg@ 
prosiebensat1.com 

ProSiebenSat.1 TV Deutschland 

Medienallee 7 
Unterfohring 
Germany D-85774 
W www.prosiebensatl .com 
Florian Falkenstein 

florian.falkenstein@prosiebensat1.com 
Thomas von Hennet 
E thomas.hennet@ProSiebenSat1 .com 
Sven Pietsch 

E sven.pietsch@prosiebensat1 .com 

Prospero Productions 

21 Blinco Street 
Fremantle 
Australia 6160 
W www.prospero.com.au 
Ed Punchard 
E ed@prospero.com.au 
Julia Redwood 
Ejulia@prospero.com.au 

Providence Pictures 

60 Eddy Street 
Providence Ri 
USA 2903 

W www.providencepictures.com 
Gary Glassman 

E gary@providencepictures.com 

Proximity Films 

229 Booth Av 
Toronto ON 
Canada M4M 2M7 
W proximityfilms.ca 
Howard Fraiberg 
E howard@proximityfjlms.ca 

Quanta Magazine / Simons 
Foundation 

160 Fifth Avenue, 7th Floor 
New York NY 
USA 10010 

W www.simonsfoundation.org/ 
quanta/ 

Thomas Lin 

E tlin@simonsfoundation.org 

Quiet Motion Inc. 

4200 Boul. St-Laurent, Suite 402 
Montreal QC 
Canada H2W 2R2 
W www.quietmotion.com 
Jacques Bilodeau 
Ejacques@quietmotion.com 
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Rare Day 

2nd Floor, 44-46 New Inn Yard 
London 
UKEC2A3EY 
W www.rareday.co.uk/ 

Nicky Huggett 
E nicky@rareday.co.uk 

Rare Media 

No.38 Shuangliubei Street, 
Chaoyang District 
Beijing 

China 100024 
Ruifang EHua 

E huaruifang@raredoc.com 

Real to Reel Productions 

3023 Dundas Street West 
Toronto ON 
Canada M6P 1Z4 
W www.r2r.ca 
Anne Pick 
E annepick@r2r.ca 

Realscreen 

Toronto ON 
Canada 

Claire Macdonald 
E cmacdonald@brunico.com 
Barry Walsh 

E bwalsh@brunico.com 

Red Bull Media House GmbH 

Oberst-Lepperdinger-Str. 11-15 
Wals bei Salzburg 
Austria A-5071 

W www.redbullmediahouse.com 
Wolfgang Merkel 
E wolfgang.merkel@ 
at.redbullmediahouse.com 

Red Communications 

Kuala Lumpur 
Malaysia 
Lydia Lubon 
E lydia@red.com.my 

RedSiesta Films 

8 Wolseley Avenue, Wimbledon Park 

London 

UKSW198BQ 

Vijay Mavjee 

E vijay@redsiestafilms.tv 

Renegade Pictures 

Unit 2b 6 Erskine Road 

London 

UKNW3 3AJ 

W www.renegadepictures.co.uk 
Alan Hayling 

E alan.hayling@renegadepictures.tv 
Livia Simoka 

E sabrina_scollan@yahoo.com 


RockYenta Productions 

290 Westmoreland Avenue 
Toronto ON 
Canada M6H 3A5 
W rockyenta.com 
Charlotte Engel 
E rockyenta@gmail.com 

Roller Coaster Road Productions 

15 Bancroft Ave. 

Annapolis MD 
USA 21403 
Steve Burns 

E stevelburns@comcast.net 

Rotating Planet Productions Inc. 

71OA Bloomfield 
Outremont QC 
Canada FI2V4C5 
W www.rotatingplanet.com 
Ari A. Cohen 

E info@rotatingplanet.com 

Royal Hospital for Sick Children 

Edinburgh 
UKEH9 ILF 

W www.linkedin.com/pub/felicity- 
vidya-mehendale/14/50a/5a7 
Felicity Mehendale 
E felicity.mehendale@gmail.com 

RTBF 

52, Reyers Boulevard—Local 2c54 

Brussels 

Belgium 1044 

W www.rtbf.be/matieregrise 
Patrice Goldberg 
E pag@rtbf.be 

RTE 

49, Rue De Rochechouart 
Paris 

France 75009 
W www.filmacinq.com 
Emmanuel Laurent 
E elaurent@filmsacinq.com 

Rymer Childs 

20 Buckingham Street, Surry Hills 
Sydney NSW 
Australia 2010 
Judy Rymer 
E rymer@tpg.com.au 

S4C 

Doc Fictoria 
Caernarfon 
UKLL55 1TH 
W www.s4c.co.uk 
Llion Iwan 

E Hion.iwan@s4c.co.uk 


Saint Thomas Productions 

Village D'entreprises Saint Henri, 

Rue Anne Gacon- Bat 302 
Marseille 
France 13016 
W www.saint-thomas.net 
Bertrand Loyer 
E b.loyer@saint-thomas.net 

Saloon Media 

358 Dufferin Street, Suite 201 
Toronto ON 
Canada M6K 1Z8 
W www.saloon-media.com 
Paul Kilback 

E pkilback@saloonmedia.com 
Michael Kot 

E mkot@saloonmedia.com 

SBS Corporation 

Morelands, 2nd Floor, 5-7 Old Street 

London 

UKEC1 9HL 

Jane Roscoe 

E jane.roscoe@sbs.com.au 

Scicommtw 

6f, No.15, Aly. 47, Ln. 458, Beian Rd. 
Taipei City 
Taiwan 104 

W www.scicommtw.com 
Chi-yung Moh 
E moh.chiyung@gmail.com 

ScienceVision Filmproduction 

Strassengelstrasse 1 
Judendorf-Strassengel 
Austria 8111 

W www.sciencevision.at 
Michael Schlamberger 
E michi@sciencevision.at 

Screen Australia 

45 Jones Street, Level 7 
Sydney NSW 
Australia 2007 
W screenaustralia.gov.au 
Sam Griffin 

E sam.griffin@screenaustralia.gov.au 
Kyas Sherriff 

E kyas.sherriff@screenaustralia.gov.au 

Screen Glue Ltd. 

London 

UK 

W www.screenglue.com 
Jasper James 
Ejasper@screenglue.com 


SD Cinematografica 

Lungotevere Delle Navi, 19 

Rome 

Italy 196 

W www.sdcinematografica.it 
Roberto DallAngelo 
E roberto.dallangelo@ 
sdcinematografica.it 

Sea Dog TV International 

PO Box 2125 
Marmion WA 
Australia 6020 

W www.seadogtvinternational.com 
Leighton De Barros 
E leighton@ 

seadogtvinternational.com 

Seppia 

18 Rue Auguste Lamey 
Strasbourg 
France 67000 
W www.seppia.fr 
Cedric Bonin 
E c.bonin@seppia.fr 

Shaw Media 

121 Bloor Street East 
Toronto ON 
Canada M4W3M5 
Nick Crowe 

E nick.crowe@shawmedia.ca 
Sarah Jane Flynn 
E sarahjane.flynn@shawmedia.ca 
Andrew Johnson 

E Andrew.Johnson@shawmedia.ca 

Sitting In Pictures 

1 Syed Alwi Road, 

Song Lin Building #04-04 
Singapore 
Singapore 207628 
W www.sittinginpictures.com 
Soh Kiak Chang 

E sohkiak@sittinginpictures.com 

SK Films Inc. 

Pinewood Toronto Studios, 225 
Commissioners Street, Suite 303 
Toronto ON 
Canada M4M 0A1 
W www.skfilms.ca 
Jonathan Barker 
E jbarker@skfilms.ca 

Sky Vision 

5 Station Approach 
Chorleywood 
UKWD3 5PF 
W sky.com/skyvision 
Carl Hall 

E carl.hall@bskyb.com 
Danny Tipping 
E Danny.tipping@bskyb.com 
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Smith & Nasht 

14 Meagher Street, Chippendale 
Sydney NSW 
Australia 2008 

W www.smithandnasht.com 
Simon Nasht 
E simon@nasht.com 

Smithsonian Networks 

1225 19th Street 
Washington DC 
USA 20036 

W www.smithsonianchannel.com 
Chris Hoelzl 

E c.hoelzl@smithsoniannetworks.com 

Societe Radio-Canada 

888 St-Jean 
Quebec QC 
Canada G1R 5H6 
W www.radio-canada.ca 
Raynald Daoust 

E raynald.daoust@radio-canada.ca 

Societe Radio-Canada 

1400 East Rene Levesque 
Montreal QC 
Canada H2L 2M2 
W radio-canada.ca/ 

Lorene Biscotti 

E lorene.biscotti@radio-canada.ca 
Marie Cote 

E marie.cote@radio-canada.ca 
Helene Leroux 

E helene.leroux@radio-canada.ca 
Michel Pelletier 

E michel.pelletier@radio-canada.ca 
Charles Tisseyre 

E charles.tisseyre@radio-canada.ca 

SODEC 

215 rue Saint-Jacques, bureau 800 
Montreal QC 
Canada H2Y 1M6 
W www.sodec.gouv.qc.ca 
Elaine Dumont 

E elaine.dumont@sodec.gouv.qc.ca 
Veronique Le Sayec 
E Veronique.LeSayec@sodec.gouv.qc.ca 

Spatial Sciences Research Lab 

PO Box 3060 Stn Csc 
Victoria BC 
Canada 
Eleanor Setton 
E elsetton@uvicssrl.ca 

Special Broadcasting Service (SBS) 

Locked Bag 028 

Crows Nest NSW 

Australia 1585 

Joseph Maxwell 

Ejoseph.maxwell@sbs.com.au 


Spiegel TV 

Ericusspitze 1 
Hamburg 
Germany 20457 
W www.spiegel-tv.de 
Marc Brasse 

E marc_brasse@spiegel-tv.de 
Kirsten Hoehne 

E kirsten_hoehne@spiegel-tv.de 
Elvira Lind 

E Elvira_Lind@spiegel-tv.de 
Kay Siering 

E kay_siering@spiegel-tv.de 

Spontaneous Human Productions 

141 Gillard Avenue 
Toronto ON 
Canada M4J 4N7 
Kenton Vaughan 
E kentonv@rogers.com 

Story House Productions 

2233 Wisconsin Ave NW, #420 
Washington DC 
USA 20007 
Andreas Gutzeit 
E gutzeit@storyhousepro.com 

Stony Brook Films 

1002 Stony Brook Road 
Brewster MA 
USA 2631 
Paul Gasek 

E sbfilms@comcast.net 

Stornoway Productions 

1200 Bay Street, Suite 304 
Toronto ON 
Canada M5R2A5 

W www.stornowayproductions.com 
Criss Hajek 

E chajek@stornoway.com 
Paul Kemp 

E pkemp@stornoway.com 

Story House Media Group 

Michaelkirchstrasse 17-18 
Berlin 

Germany 10179 
W www.storyhousepro.com 
Thomas Zwiessler 
E zwiessler@storyhousepro.com 

STV Productions 

Pacific Quay 
Glasgow 
UKG51 1PQ 
Alan Clement 
E alan.clements@stv.tv 
Anne Laking 
E anne.laking@stv.tv 


Sunday Night Entertainment 

199 Clinton St. 

Toronto ON 
Canada M6G 2Y4 
Scott Harper 
E scott@sundaynight.ca 

Sunny Side of the Doc 

21 bis quai Maubec 
La Rochelle 
France 17000 

W www.sunnysideofthedoc.com 
Krishan Arora 

E krishan@sunnysideofthedoc.com 
Josee Brassard 

Ejosee@sunnysideofthedoc.com 
Baptiste Cornillier 

E baptiste@sunnysideofthedoc.com 
Irem Couchouron 
E irem@sunnysideofthedoc.com 
Yves Jeanneau 

E yves@sunnysideofthedoc.com 

System TV 

47 rue Paul Bert 
Boulogne 
France 92100 
W www.systemtv.fr 
Nicolas Goldzahl 
E nicolas@systemtv.fr 

Taglicht Media 

Caesarstrasse 58 
Cologne 
Germany 50968 
W www.taglichtmedia.de 
Dennis Wells 

E dennis.wells@taglichtmedia.de 
Bernd Wilting 

E bernd.wilting@taglichtmedia.de 

Tangled Bank Studios 

4000 Jones Bridge Road 
Chevy Chase MD 
USA 20815 
David Elisco 
E eliscod@hhmi.org 
Michael Rosenfeld 
E mrosenfeld@hhmi.org 
Anne Tarrant 
ETarranta@hhmi.org 

TANGRAM International GmbH 

Ganghoferstrasse 27 
Munich 

Germany 80339 
W www.tangram-film.de 
Dagmar Biller 

E dagmar.biller@tangram-film.de 


Telefilm Canada 

Montreal QC 
Canada 

Sheila De La Varende 
E sheila.delavarende@telefilm.ca 
Roxane Girard 
E roxane.girard@telefilm.ca 

Tele-Quebec 

1000, rue Fullum 
Montreal QC 
Canada H2K3L7 
W www.telequebec.tv 
Isabella Federigi 
E ifederigi@telequebec.tv 

Tell Tale Productions Inc. 

Suite 531,1657 Barrington St. 
Halifax NS 
Canada B3K1G9 
W www.telltale.tv 
Edward Pei 11 
E edward@telltale.tv 

Terra Mater Factual Studios 

Wambachergasse 2 
Vienna 

Austria A-l 130 
W www.terramater.com 
Sabine Holzer 

E sabine.holzer@terramater.at 
Walter Kohler 

E monika.reisinger@terramater.at 
Sven Westphal 

E sven.westphal@terramater.at 

Terra SRL 

Via Monte Giberto 15 00138 

Rome 

Italy 138 

W www.terra.tv.it 
Diego D'lnnocenzo 
E diegodin@tin.it 

Terranoa 

155, Rue De Charonne 
Paris 

France 75011 
W www.terranoa.com 
Isabelle Graziadey 
E igraziadey@terranoa.com 

Terranoa/US Office 

5101 River Road 
Bethesda MD 
USA 20816 

W www.terranoa.com 
Laetitia Giansily-Doyle 
E ldoyle@terranoa.com 
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Testimony Films 

12 Great George Street 

Bristol 

UKB51 5RS 

W www.testimonyfilms.com 
Steve Humphries 
E steve.humphries@ 
testi monyfi I ms.com 

TGA 

4 Rue Germaine Richier 
Tours 

France 37000 
W www.tga.fr 
Aline Houdy 

E aline.houdy@gmail.com 

The Really Interesting 
Picture Company 

33-21 163rd Street 
Flushing NY 
USA 11358 

W www.thereallyinterestingpicture 

company.com 

Thomas Veltre 

E tom.veltre@TheReallylnteresting 
PictureCompany.com 

Thelos 

50 Rue Rambuteau 
Paris 

France 75003 
W www.thelos.tv 
Stephane Nicolopoulos 
E steph@thelos.tv 

Thirteen/WNET 

825 8th Avenue 
New York NY 
USA 10019 
Stephanie Carter 
E carters@thirteen.org 
Janet Hess 
E hess@thirteen.org 

Tiger Aspect 

4th Floor, Shepherds Building Central, 

Charecroft Way, London 

London 

UKW140EE 

W www.tigeraspect.co.uk 
Clare Handford 

E clarehandford@tigeraspect.co.uk 

timtam media 

Christinenstrasse 18 
Berlin 

Germany 10119 

W cargocollective.com/danielpetry 
Daniel Petry 
E dp@timtam.tv 


Tip Top Television Ltd 

32 Fitzroy Square 
London 
UKW1T6EX 
David McNab 
E david@tiptoptv.net 

Tortuga Films 

10, Rue De L'Eveche Est 
Rimouski QC 
Canada G5L1X4 
Viveka Melki 

E vmelki@tortugafilms.ca 
Adam Pajot Gendron 
E agendron@tortugafilms.ca 

Trio Orange 

355 Sainte-Catherine Ouest, Suite 603 
Montreal QC 
Canada H3B1A5 
W www.trioorange.com 
Carlos Soldevila 
E csoldevila@trioorange.com 

Tropismes Medias 

7 Rue Miramont 
Saint-Hippolyte QC 
Canada J8A 2X8 
Claudine Desjardins 
E claudine@tropismesmedias.com 

True North Productions 

3rd Floor, East Wing, Marshall Mills, 

Marshall Street 

Leeds 

UK LS11 9YP 
Liz McLeod 

E LMcLeod@truenorth.tv 

Tuff Productions 

111 Glendale Ave 
Toronto ON 
Canada M6R 2T3 
JaniceTufford 
Ejanice.tufford@gmail.com 

Tungsten Films 

4529 Clark #506 
Montreal QC 
Canada H2T2T3 
W www.tungstenfilms.ca 
Samuel Noel 

E snoel@tungstenfilms.ca 
FrancoisTremblay 
E ftremblay@tungstenfilms.ca 

TV France International 

5 rue Cernuschi—F 
Paris 

France 75017 

Juliette Lecuyer 

Ejuliette@tvfrance-intl.com 


TV ONLY 

20 cour des Petites Ecuries 
Paris 

France 75010 
W www.tv-only.com 
Clemence Porret 
E clemence.porret@tv-only.com 

TV4 

1680 Vine Street 
Hollywood CA 
USA 90028 
Paul Duddridge 
E paul@paulduddridge.com 

TV6 Limited 

75 High Street,Tunbridge Wells 
Kent 

UKTN11XZ 
W www.tv6.co.uk 
Richard Reisz 
E richard.reisz@tv6.co.uk 

TVF International 

375 City Road 

London 

UKEC1V1NB 

W www.tvfinternational.com 
Alice Hamlett 
E alice.hamlett@tvf.co.uk 

TVO 

2180 Yonge Street 
Toronto ON 
Canada M4T2T1 
W www.tvo.org 
Christine Lee 
E clee@tvo.org 

UKTV 

8th Floor, 245 Hammersmith Rd 
London 
UKW6 8PW 
W www.uktv.co.uk 
Adrian Wills 

E adrian.wills@uktv.co.uk 

University of Minnesota 

1987 Upper Buford Circle, 100 Ecology 
St. Paul MN 
USA 55108 
Alex Eilts 
E eilts@umn.edu 

Veritasium 

2415 Lawson Avenue 
West Vancouver BC 
Canada V7V2E7 
W youtube.com/veritasium 
Derek Muller 
E veritasium@gmail.com 


Vice Media 

97 N. 10th Street 
Brooklyn NY 
USA 11211 

W motherboard.vice.com 
Derek Mead 

E derek@motherboard.tv 

Waddell Media 

7-12 St. Helen's Business Park 

Holywood 

UKBT18 9HQ 

Jon-Barrie Waddell 

Ejb@waddellmedia.com 

Wall To Wall 

85 Gray's Inn Road 
London 
UKWC1X8TX 
W www.walltowall.co.uk 
Jonathan Hewes 

Ejonathan.hewes@walltowall.co.uk 

WAM 

1303 Greene Ave Suite 300 
Westmount QC 
Canada H3Z 2A7 
W www.whalleyabbey.com 
Scott Bailey 

E scott@whalleyabbey.com 
Petro Duszara 

E petro@whalleyabbey.com 

WCSFP Ltd 

Australia 
Alison Leigh 

E alisonleighwcsfp@me.com 

WDR 

Appellhofplatz 1 
Cologne 
Germany 50667 
W www.wdr.de 
Daniele Joerg 
E daniele.joerg@wdr.de 
Beate Schlanstein 
E Beate.Schlanstein@wdr.de 

WDW Productions 

Rosenheimerstrasse 145 
Munich 

Germany 81671 
W www.weltderwunder.de 
Nadja Zottl 

E nadja.zoettl@weltderwunder.de 

Wellcome Trust 

215 Euston Road 
London 
UKNW1 2BE 
W www.wellcome.ac.uk 
lain Dodgeon 

E i.dodgeon@wellcome.ac.uk 
Dr. Lisa Lazareck 
E l.lazareck@wellcome.ac.uk 
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Western Front Films 

Room 1, The Cou rt, The Street 

Charmouth 

UKDT6 6PE 

W www.western-front.co.uk 
Eric Harwood 

E eric.harwood@western-front.co.uk 
Nick Watts 

E nick.watts@western-front.co.uk 

WGBH 

1 Guest Street 
Brighton MA 
USA 2135 
John Bredar 

E John_Bredar@wgbh.org 
Julia Cort 

E j u I i a_cort@ wg b h .o rg 
Denise Dilanni 
E denise_diianni@wgbh.org 

Wild Fury Pty Ltd 

737 New South Head Road, Level 2A 
Rose Bay NSW 
Australia 2029 
W www.wildfury.com.au 
Tina Dalton 

E bettina@wildvisuals.com.au 

Wild Fury Pty Ltd 

PO Box 153 Coorparoo 
Brisbane Qld 
Australia 4151 
W www.wildfury.com.au 
Veronica Fury 

E veronica@wildfury.com.au 

WildThring Media 

Todsbridge, Far Wells Road 
Bisley 

UKGL6 7AQ 
EdwinaThring 

E edwina@wildthringmedia.com 

Wildfire Television 

49 Goldhawk Road 
London 
UKW12 8QP 
W www.wildfiretv.co.uk 
Philip Clarke 

E philipclarke@wildfiretv.co.uk 

Wildscreen 

Ground Floor,The Rackhay, 

Queen Charlotte Street 
Bristol 
UKBS1 4HJ 
Cathrine Armour 

E cathrine.armour@wildscreen.org.uk 


Windfall Films 

1 Underwood Row 

London 

UKN1 7 LZ 

W www.windfallfilms.com 
David Dugan 

E dugan@windfallfilms.com 
Ian Duncan 

E ian@windfallfilms.com 
Carlo Massarella 
E carlo@windfallfilms.com 
Leesa Rumley 
E leesa@windfallfilms.com 

Wingspan Productions 

5 Spectrum House, 32-34 Gordon 

House Road 

London 

UKNW3 2RJ 

Archie Baron 

E archie@wingspanproductions.co.uk 

Words Make Pictures 

Granard Lodge, Putney Park Lane 

London 

UKSW155HU 

John Lynch 

Ejohnlynchmedia@gmail.com 

YAP Films 

96 Spadina Avenue, Suite 205 
Toronto ON 
Canada M5V2J6 
W www.yapfilms.com 
Elliott Halpern 
E ehalpern@yapfilms.com 
Sam Halpern 
E shalpern@yapfilms.com 
Elizabeth Trojian 
E etrojian@yapfilms.com 

YLE 

PI 90 

Helsinki 

Finland 24 

W www.yle.fi 

Jukka-pekka Heiskanen 

Ejukka-pekka.heiskanen@yle.fi 

YLE 

Yleisradio, Box 97 
Helsinki 
Finland 24 
W www.yle.fi 
Riitta Jalonen 
E riitta.jalonen@yle.fi 

YLE 

Radiokatu 5 
Helsinki 
Finland 24 
Johanna Reen 
Ejohanna.reen@yle.fi 


YLE 

Radiokatu 5, POB 46 
Helsinki, Yleisradio 
Finland 24 
W www.yle.fi 
NinaTuominen 
E nina.tuominen@yle.fi 

YLE 

Radiokatu 5 
Helsinki 
Finland 200 
llkka Lehtinen 
E ilkka.lehtinen@yle.fi 

Yuzu Productions 

30 Rue Colonel Delorme 

Montreuil 

France 93100 

W www.yuzu-productions.com 
Fabrice Esteve 

E f.esteve@yuzu-productions.com 

Zala Films 

Pob 22833 
Oakland CA 
USA 94609 

W www.zalafilms.com 
George Csicsery 
E geocsi@zalafilms.com 

ZDF 

ZDF Strasse 1 
Mainz 

Germany 55100 
W www.zdf.de 
W arte, tv 
Steffen Bayer 
E Bayer.S@zdf.de 
Ulrike Grunewald 
E grunewald.u@zdf.de 
Marita Hubinger 
E huebinger.m@zdf.de 
Natalie Mueller-Elmau 
E mueller-elmau.n@zdf.de 

ZDF Digital Medienproduktion 

ZDF Strasse 1 
Mainz 

Germany 55127 
W www.zdf-digital.com 
Christoph Caron 
E caron.c@zdf-digital.com 
Michael Kaschner 
E Kaschner.M@zdf-digital.com 

ZDF Enterprises GmbH 

Erich-dombrowski-str. 1 
Mainz 

Germany 55127 
W www.zdf-enterprises.de 
Kristina Hollstein 

E kristina.hollstein@zdf-enterprises.de 
Ralf Rueckauer 

E ralf.rueckauer@zdf-enterprises.de 


ZDF German Television 

ZDF Strasse 1 
Mainz 

Germany 55100 
W www.zdf.de 
Peter Arens 
E Arens.P@zdf.de 
Christian Dezer 
E dezer.c@zdf.de 
Katharina Finger 
E Finger.K@zdf.de 
Christiane Goetz-Sobel 
E goetz-sobel.c@zdf.de 
Georg Graffe 
E Graffe.G@zdf.de 
Klaus Heckenhahn 
E heckenhahn.k@zdf.de 
Jens Monath 
E monath.j@zdf.de 
Caroline Reiher 
E Reiher.C@zdf.de 

ZED 

39 rue des Prairies 
Paris 

France 75020 
W www.zed.fr 
Valerie Abita 
E valerie.abita@zed.fr 

ZED 

42 Rue Eugene Carriere 
Paris 

France 75018 
W www.zed.fr 
Manuel Catteau 
E mcatteau@zed.fr 
Celine Payot Lehmann 
E cplehmann@zed.fr 

Zig Zag Productions 

13-14 Great Sutton St 
London 
UKEC1V0BX 
W www.zigzag.uk.com 
Leila Monks 

E leila.monks@zigzag.uk.com 

Zodiak Rights 

Avon House, Kensington Village, 
Avonmore Road 
London 
UKW14 8TS 
Alex Brudenell 
E alexander.brudenell@ 
zodiakrights.com 
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Zone 3 inc 

1055 Rene-levesque Suite 900 
Montreal QC 
Canada H2L4S5 
W www.zone3.ca/en 
Isabelle-anouk Bourduas 
E iabourduas@zone3.ca 
Michael Kronish 
E mkronish@zone3.ca 

ZoomerMedia—VisionTV 

64 Jefferson Ave. 

Toronto ON 
Canada M6K 1Y4 
W www.visiontv.ca 
Joan Jenkinson 

Ejoan.jenkinson@zoomermedia.ca 

Zoot Pictures 

2060 Broad St. 

Regina SK 
Canada S4P1Y3 
W www.zootpictures.com 
Leif Kaldor 

E leif@zootpictures.com 

Zoot Pictures 

#2-222 Osborne Street 
Winnipeg MB 
Canada R3L1Z3 
W www.zootpictures.com 
Leslea Mair 

E leslea@zootpictures.com 
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AUSTRALIA 

Artemis International 

6-226 Carr Place 
Leederville WA 
Australia 6007 
W www.artemisfilms.com 
Brian Beaton 

E brianb@artemisfilms.com 

Bearcage 

PO Box 300 
Civic Sqare ACT 
Australia 2608 
W www.bearcage.com.au 
Harriet Pike 

E harriet@bearcage.com.au 

Bearcage 

16 Petrie Plaza 
Canberra ACT 
Australia 2601 
W www.bearcage.com.au 
Michael Tear 

E michael@bearcage.com.au 

Electric Pictures 

33 Canning Highway 
East Fremantle WA 
Australia 6158 

W www.electricpictures.com.au 
Andrew Ogilvie 
E ao@electricpictures.com.au 
Andrea Quesnelle 
E aq@electricpictures.com.au 

Essential Media and Entertainment 

Level 2,6a Nelson St, Annandale 
Sydney NSW 
Australia 2038 

W www.essential-media.com 
Alan Erson 

E alan.erson@essential-media.com 
Chris Hilton 

E chris.hilton@essential-media.com 

Flame Distribution 

PO Box 469 
Artarmon NSW 
Australia 1570 
W flamedistribution.com 
Fiona Gilroy 

E fgilroy@flamedistribution.com 
Sarah McCormack 

E smccormack@flamedistribution.com 

Genepool Productions 

15 Norma Barnett Lane 
Port Melbourne Vic 
Australia 3207 

W www.genepoolproductions.com 
Sonya Pemberton 

E sonya@genepoolproductions.com 
Josephine Wright 
Ejo@genepoolproductions.com 


Genepool Productions 

282 Bellair St 
Kensington Vic 
Australia 3031 
Michiko Smith 
E michikosmith@me.com 

Globalstory 

2/120 Beach Street 
Coogee NSW 
Australia 2034 
W globalstory.tv 
Randall Wood 
E globalstory@gmail.com 

Jonnie Morris Productions 

Bird-1/274 Barkly St Brunswick 
Melbourne Vic 
Australia 3765 
Jonnie Morris 
Ejonnie.morris@gmail.com 

Independent 

369 Canning St, Carlton North 
Melbourne Vic 
Australia 3065 
Kate Pappas 

E katepappas.tv@gmail.com 

Leo Burnett Australia 

Australia 
Todd Sampson 

Looking Glass International 

499 Dundas Street 
St Andrews Beach Vic 
Australia 3941 

W www.lookingglassint.com 
Nha-Uyen Chau 

E nha-uyen@lookingglassint.com 

MagoFilms 

12 Warralong Crescent, Coolbinia 
Perth WA 
Australia 6050 
W www.magofilms.com.au 
Marian Bartsch 
E marian@magofilms.com.au 

Mindful Media 

9/31 Church St, Balmain 
Sydney NSW 
Australia 2041 

W www.mindfulmedia.com.au 
Isabel Perez 

E isabel.marisina@gmail.com 
Paul Scott 

E pscottfilms@bigpond.com 


Northern Pictures 

226/122 Lang Road, Fox 
Entertainment Quarter, Moore Park 
Sydney NSW 
Australia 2021 

W www.northernpictures.com.au 
Sue Clothier 

Esue.clothier@northernpictures.com.au 
Karina Holden 

E karina@northernpictures.com.au 

Prospero Productions 

21 Blinco Street 
Fremantle 
Australia 6160 
W www.prospero.com.au 
Ed Punchard 
E ed@prospero.com.au 
Julia Redwood 
Ejulia@prospero.com.au 

Rymer Childs 

20 Buckingham Street, Surry Hills 
Sydney NSW 
Australia 2010 
Judy Rymer 
E rymer@tpg.com.au 

Screen Australia 

45 Jones Street, Level 7 
Sydney NSW 
Australia 2007 
W screenaustralia.gov.au 
Sam Griffin 

E sam.griffin@screenaustralia.gov.au 
Kyas Sherriff 

E kyas.sherriff@screenaustralia.gov.au 

Sea Dog TV International 

PO Box 2125 
Marmion WA 
Australia 6020 

W www.seadogtvinternational.com 
Leighton De Barros 
E leighton@ 

seadogtvinternational.com 

Smith & Nasht 

14 Meagher Street, Chippendale 
Sydney NSW 
Australia 2008 

W www.smithandnasht.com 
Simon Nasht 
E simon@nasht.com 

Special Broadcasting Service (SBS) 

Locked Bag 028 
Crows Nest NSW 
Australia 1585 
Joseph Maxwell 
Ejoseph.maxwell@sbs.com.au 


WCSFP Ltd 

Australia 
Alison Leigh 

E alisonleighwcsfp@me.com 

Wild Fury Pty Ltd 

737 New South Head Road, Level 2A 
Rose Bay NSW 
Australia 2029 
W www.wildfury.com.au 
Tina Dalton 

E bettina@wildvisuals.com.au 

Wild Fury Pty Ltd 

PO Box 153 Coorparoo 
Brisbane Qld 
Australia 4151 
W www.wildfury.com.au 
Veronica Fury 

E veronica@wildfury.com.au 

AUSTRIA 

Interspot Film 

Walter Jurmann Gasse 4 
Vienna 
Austria 1230 
W www.interspot.at 
Heinrich Mayer 
E mayer@interspot.at 

ORF 

Austrian Broadcasting Corporation, 
Wuerzburggasse 30 
Vienna 
Austria 1136 
David Albareda 
E david.albareda@orf.at 
Andrew Solomon 
E andrew.solomon@orf.at 

pre tv Gesellschaft fuer Film— 
und Videoproduktion mbH 

Edelsinnstrasse 58 
Vienna 
Austria 1120 
W www.pretv.at 
Nikolaus Wisiak 
E nikolaus.wisiak@pretv.at 

Red Bull Media House GmbH 

Oberst-Lepperdinger-Str. 11-15 
Wals bei Salzburg 
Austria A-5071 

W www.redbullmediahouse.com 
Wolfgang Merkel 
E Wolfgang. merkel@ 
at.redbullmediahouse.com 
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ScienceVision Filmproduction 

Strassengelstrasse 1 
Judendorf-Strassengel 
Austria 8111 

W www.sciencevision.at 
Michael Schlamberger 
E michi@sciencevision.at 

Terra Mater Factual Studios 

Wambachergasse 2 
Vienna 

Austria A-1130 
W www.terramater.com 
Sabine Holzer 

E sabine.holzer@terramater.at 
Walter Kohler 

E monika.reisinger@terramater.at 
Sven Westphal 

E sven.westphal@terramater.at 

BELGIUM 

RTBF 

52, Reyers Boulevard—Local 2c54 

Brussels 

Belgium 1044 

W www.rtbf.be/matieregrise 
Patrice Goldberg 
E pag@rtbf.be 

BRAZIL 

Grifa Filmes 

General Furtado Do Nascimento 740 
Cj 125 
Sao Paulo 
Brazil 5465070 
W www.grifafilmes.com/en/ 
Fernando Dias 
E fernando@grifafilmes.com 
Mauricio Dias 

E mauricio@grifafilmes.com 

CANADA 

90th Parallel Productions 

#438764 Grey Rd. 15, Rr#1, 

Owen Sound ON 
Canada N4K 3N5 
Michael Allder 
E michaelallder@gmail.com 

90th Parallel Productions 

203 Gerrard St. E. 

Toronto ON 
Canada M5A 2E7 
W www.90thparallel.ca 
Gordon Elenderson 
E gordon@90thparallel.ca 

A Capella Science 

Montreal QC 
Canada 
Timothy Blais 


Aarrow Productions, Inc. 

301-1321 Blanshard Avenue 
Victoria BC 
Canada V8W0B6 
Barbara Hager 
E bhager@shaw.ca 

Adobe Productions International 

5283 Av Du Parc #5 
Montreal QC 
Canada H2V4G9 
Robbie Hart 

E courrier@adobeproductions.com 

Alpha Zoulou Films 

850 De La Gauchetiere E 
Montreal QC 
Canada H2L2N2 
W www.azinc.ca 
Galina Tomov 
E gtomov@azinc.ca 

Angel Entertainment Corp 

639 Main Street 
Saskatoon SK 
Canada S7H0J8 

W www.angelentertainment.ca 
Wally Start 

E wally@angelentertainment.ca 

Animal Mother Films 

2834 Victoria Dr 
Vancouver BC 
Canada V5N4L6 
Jon Ornoy 

Ejon@animalmotherfilms.com 

Animiki See Digital Production Inc. 

211 -323 Portage Avenue 
Winnipeg MB 
Canada R3B 2C1 
W www.animikisee.ca 
Desiree Single 
E dsingle@animikisee.ca 

Apartment 11 Productions 

828 St. Catherine St. East, Suite 200 
Montreal QC 
Canada H2L2E3 
W www.apartmentl 1 .tv 
Mindy Laxer 

E mindy@apartment1 l.tv 
Alberta Nokes 
E Alberta@apartment11 .tv 

aquaCULTURE Pictures Inc / 
3reedom Digital Inc 

934 Eastern Avenue 
Toronto ON 
Canada M4L 1A4 
W www.aquaculturepictures.com 
Diane Woods 

E diane.djwoods@gmail.com 


Arcadia Content 

6454 Quinpool Road 
Halifax NS 
Canada B3L 1A9 
W www.arcadiacontent.com 
John Wesley Chisholm 
Ejwc@arcadiatv.com 
Craig Ferguson 
E craig@arcadiatv.com 
Andrew Killawee 
E andrew@arcadiatv.com 

Associated Producers Ltd. 

1001-110 Spadina Avenue 
Toronto ON 
Canada M5V2K4 
W www.apltd.ca 
Simcha Jacobovici 
E sjacobovici@apltd.ca 

Association des Communicateurs 
Scientifiques 

Montreal QC 
Canada 
Brite Pauchet 

E britesciences@gmail.com 
Binh AnVu Van 
E binhanv@gmail.com 

AXS Biomedical Animation Studio 
Incorporated 

500-130 Spadina Ave 
Toronto ON 
Canada M5V2L4 
Kenny Solway 
E kenny.solway@axs3d.com 

Bell Fund 

Montreal QC 
Canada 
Elaine Beliveau 
E ebeliveau@ipf.ca 

Bell Fund, IPF, Cogeco Fund 

4 200 St-Laurent # 503 
Montreal QC 
Canada H2T2H5 
W www.bellfund.ca 
Claire Dion 
E cdion@ipf.ca 

Bell Media Inc. 

299 Queen Street West 
Toronto ON 
Canada M5V2Z5 
Catherine MacLeod 
E catherine.macleod@bellmedia.ca 


Blimp Tele Inc. 

225 Roy Street East, Office 204 
Montreal QC 
Canada H2W1M5 
W www.blimp.tv 
Mathieu Paiement 
E m.paiement@blimp.tv 
Marc St-Onge 
E m.stonge@blimp.tv 

Blue Ant Media 

130 Merton Street 
Toronto ON 
Canada M4S 1A4 
W www.blueantmedia.ca 
Craig Colby 

E craig.colby@blueantmedia.ca 
Marcia Martin 

E Marcia.martin@blueantmedia.ca 

Brandy Y Productions Inc. 

10230-114 Street, Suite 307 
Edmonton AB 
Canada T5K1R9 

W www.brandyyproductions.com 
Brandy Yanchyk 

E brandy@brandyYproductions.com 

Breakthrough Entertainment 

35 Britain Street 
Toronto ON 
Canada M5A 1R7 
W www.breakthrough 
entertainment.com 
Nat Abraham 
E nabraham@ 

breakthroughentertainment.com 

Breakthrough Entertainment 

122 Sherbourne Street 
Toronto ON 
Canada M5A 2R4 
W www.breakthrough 
entertainment.com 
Peter Williamson 
E pwilliamson@ 

breakthroughentertainment.com 

Brilliant Red Media/SongbirdSOS 
Productions 

14 Hettersley Drive 
Ajax ON 

Canada LIT 1N8 
W www.songbirdsos.com 
Joanne P. Jackson 
E joannejackson@sympatico.ca 

Burman Productions 

505 40th Avenue 
Lachine QC 
Canada H8T 2G1 
W rjburman.com 
Richard Burman 
E richard@rjburman.com 
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Canadian Film Institute 

34 Ivy Cres 
Ottawa ON 
Canada KIM 1X6 
W www.cfi-icf.ca/ 

Jack Horwitz 
E jack@horwitz.ca 

Canamedia 

2 Pardee Avenue, Suite 102 
Toronto ON 
Canada M6K3H5 
W canamedia.com 
Brad Schroeder 

E brad.schroeder@canamedia.com 

Castlewood Productions 

208 Adelaide Street West, Suite 200 
Toronto ON 
Canada M5H 1W7 

W www.castlewoodproductions.com 
Andrew Burnstein 
E aburnstein@ 

castlewoodproductions.com 

CBC 

205 Wellington St. W 
Toronto ON 
Canada M5V 3G7 
W www.cbc.ca 
Jackie Carlos 
E Jackie.Carlos@cbc.ca 
Sue Dando 
E sue.dando@cbc.ca 
Mark Starowicz 
E mark.starowicz@cbc.ca 
David Suzuki 
Caroline Underwood 
E caroline.underwood@cbc.ca 

CBC 

PO Box 500 Station A 
Toronto ON 
Canada M5W 1E6 
W www.cbc.ca/natureofthings 
Frances Mary Morrison 
E frances-m.morrison@cbc.ca 

CBC, Discovery Canada 

3669 Maxwell Street 
Vancouver BC 
Canada V5NOB3 
W www.jennifergardy.com 
Jennifer Gardy 
Ejennifer.gardy@gmail.com 

Cineflix media 

3510 Boulevard St Laurent, Suite 202 

Montreal QC 

Canada H2X 2V2 

Glen Salzman 

E grobitaille@cineflix.com 

Pablo Salzman 

E psalzman@cinefiix.com 


Cineflix Rights 

366 Adelaide Street West, Suite 300 
Toronto ON 
Canada M5V 1R9 
W www.cineflixrights.com 
Lucinda Gergley-Garner 
E lgergleygarner@cineflix.com 

CMJ Productions II Inc. 

640 Notre Dame, Suite 100 
Saint-Lambert QC 
Canada J4P 2L1 
W www.cmjprod.ca 
John Kuyk 
Ej.kuyk@cmjprod.ca 

Connexion Films International 

5555 Casgrain, Suite 301 
Montreal QC 
Canada H2T1Y1 
Daniel Vermette 
E dvermette@connexionfilms.ca 

Cream Productions 

380 Adelaide Street West, 3rd Floor 
Toronto ON 
Canada M5V 1R7 
W www.creamproductions.ca 
David Brady 

E dbrady@creamproductions.ca 
Kate Harrison 

E kharrison@creamproductions.ca 
Richard Life 

E rlife@creamproductions.ca 

Creations Tempete Blanche 

772 St-francois-xavier 
Terrebonne QC 
Canada J6W 6E8 
W www.tempeteblanche.com 
Simon Rodrigue 

E tempeteblanche@hotmail.com 

Creative Anarchy Inc 

248 Wright Ave 
Toronto ON 
Canada M6R 1L5 

W www.creativeanarchy.com/web/ 

index.php 

Robert Sandler 

E bsandler@creativeanarchy.com 

Culbert Productions 
and Consulting 

116 Boardwalk Drive 
Toronto ON 
Canada M4L 3X4 
Bob Culbert 
E culbert@rogers.com 


DEEP Inc. 

585 Bloor Street West, #200 
Toronto ON 
Canada M6G 1K5 
Irene Vandertop 
Thomas Wallner 
E thomas@DEEP-inc.com 

Discovery Canada Networks 

9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
W discoverychannel.ca 
Lindsay Cowan Dotchison 
E Lindsay.CowanDotchison@ 
bellmedia.ca 
Edwina Follows 

E edwina.follows@bellmedia.ca 
Bruce Glawson 

E bruce.glawson@bellmedia.ca 
Fadi Issa 

E Fadi.lssa@bellmedia.ca 
Paul Lewis 

E paul.lewis@bellmedia.ca 
Stan Lipsey 

E stan.lipsey@bellmedia.ca 
Ken MacDonald 
E ken.macdonald@bellmedia.ca 
Riley Nimens 

E Riley.Nimens@bellmedia.ca 
Michael Shewchenko 
E michael.shewchenko@bellmedia.ca 
Ziya Tong 
E ziya.tong@ctv.ca 
Heather Williamson 
E heather.williamson@bellmedia.ca 

DLI Productions inc. 

4301, Avenue De L'esplanade 
Montreal QC 
Canada H2W 1T1 
Irene Angelico 
E irene@dliproductions.ca 

E Klinck Research 

282 Napier Street 
Collingwood ON 
Canada L9Y 3T3 
W www.elizabethklinck.com 
Elizabeth Klinck 
E e.klinck@rogers.com 

Entertainment One 
Television International 

145 King Street East, 3rd Floor 
Toronto ON 
Canada M5C 2Y7 
Jessica Watson 
Ejwatson@entonegroup.com 


eOne Television 

145 King St East, Suite 300 
Toronto ON 
Canada M4W3R8 
Loren Mawhinney 
E lmawhinney@entonegroup.com 

Exploration Production Inc. 

9 Channel Nine Court 
Scarborough ON 
Canada M1S4B5 
W www.exploration.ca 
Tony Leadman 

E tony.leadman@bellmedia.ca 
Gloria Matthews 
E gloria.matthews@bellmedia.ca 
Karen McCairley 
E karen.mccairley@bellmedia.ca 
Kelly McKeown 

E kelly.mckeown@bellmedia.ca 
Kathryn Oughtred 
E kathryn.oughtred@bellmedia.ca 

EYESTEELFILM 

7095 Marconi, Suite 201 
Montreal QC 
Canada H2S 3K4 
Bob Moore 

E bob@eyesteelfilm.com 

Face to Face Media 

1818 Grant Street 
Vancouver BC 
Canada V5L2Y8 
W www.facetofacemedia.ca 
Betsy Carson 
E carson@smartt.com 

Fadoo Productions Inc. 

629 Eastern Ave, Unit A102 
Toronto ON 
Canada M4M1E3 
Corey Russell 
E corey@fadoo.com 

Fata Morgana Productions Inc 

4121 Avenue Wilson 
Montreal QC 
Canada H4A 2V1 
W www.fatmo.ca 
Yves Bisaillon 
E yves@fatmo.ca 
Sylvie Krasker 
E krasfin@sympatico.ca 

Ferns Productions 

151 Denison Road 
Victoria BC 
Canada V8S4K2 
W www.fernsproductions.com 
Pat Ferns 

E pat@fernsproductions.com 
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Fill the Frame Productions Ltd. 

35 Wheatfield Road 
Toronto ON 
Canada M8V2P5 
W www.filltheframe.ca 
Jennifer McAuley 
Ejennifer@filltheframe.ca 

Filmoption International Inc. 

3401, Saint-Antoine 
Westmount QC 
Canada H3Z 1X1 
W www.filmoption.com 
Lizanne Rouillard 
E lizanne@filmoption.com 

Films de I'Oeil inc. 

5323 de Brebeuf, Suite 200 
Montreal QC 
Canada H2J 3L8 
W fjlmsdeloeil.com 
Catherine Drolet 

E catherinedrolet@filmsdeloeil.com 

Films du Rapide-Blanc 

2525 Des Carrieres 
Montreal QC 
Canada HI Y 1N1 
Sylvie Van Brabant 
E svb@rapideblanc.ca 

Frantic Films 

300-70 Arthur Street 
Winnipeg MB 
Canada R3B 1G7 
W www.franticfilms.com 
Jamie Brown 
E styler@franticfilms.com 

Galafilm 

443 St-Vincent 
Montreal QC 
Canada H2Y3A6 
W www.galafilm.com 
Arnie Gelbart 
E agelbart@galafilm.com 

GAPC Entertainment Inc. 

1550 Laperriere Avenue, Suite 102 
Ottawa ON 
Canada K1Z7T2 

W www.gapcentertainment.com 
Hoda Elatawi 
E helatawi@gapc.com 

Gobez Media 

622-55 Stewart Street 
Toronto ON 
Canada M5V2V1 
Tamara Dawit 
E tamara@gobez.ca 


Great Pacific Media Inc 

201-3410 Lougheed Highway 
Vancouver BC 
Canada V5M2A4 
Greg Thorpe 

E gthorpe@greatpacifictv.com 

Groupe PVP inc. 

296, Rue St-Pierre 
Matane QC 
Canada G4W 2B9 
Eli Laliberte 
E info@pvp.ca 

Handel Productions 

424 Guy Street, Suite 110 
Montreal QC 
Canada H3J1S6 
W www.handelproductions.ca 
Andre Barro 

E andre@handelproductions.ca 
Alan Handel 

E alan@handelproductions.ca 

Heritage Media 

658 Erb St. W, PO Box 22024 Ira 

Needles 

Waterloo ON 

Canada N2T0A2 

Lynn Osborne-Way M.Ed 

E buildingsthatlast@gmail.com 

HG Distribution 

249 De Cleves 
Laval QC 

Canada H7M 4W5 
W www.hgagnondistribution.com 
Henry Gagnon 

E henry@hgagnondistribution.com 

HitPlay Productions 

106 Russett Ave. 

Toronto ON 
Canada M6H 3M3 
W www.hitplayproductions.ca 
Nadine Pequeneza 
E pequeneza@hitplayproductions.ca 

Hot Docs 

110 Spadina Avenue, Suite 333 
Toronto ON 
Canada M5V2K4 
W www.hotdocs.ca 
Brett Hendrie 
E bhendrie@hotdocs.ca 

ID Productions 

105,10169-104 Street 
Edmonton AB 
Canada T5J1A5 
W www.idproductions.ca 
Rosvita Dransfeld 
E rosie@idproductions.ca 


Ideacom international 

300-1000 Amherst St 
Montreal QC 
Canada H2L3K5 
W www.facebook.com/ 
ideacominternational 
Josette D Normandeau 
Ezenith@istar.ca 

Independent 

Toronto ON 
Canada 

Margaret Atwood 

Independent 

9572 Windsor St 
Chilliwack BC 
Canada V2P6C2 
Carin Bondar 
E carinbondar@gmail.com 

Independent 

Canada 
Sarah Chow 
E sswchow@gmail.com 

Independent 

411-78 Richmond St 
Vancouver & Montreal BC 
CanadaV3L5T2 
Victoria Frodsham 
Evix@telus.net 

Independent 

Canada 
Chris Hadfield 

Infield Fly Productions 

166 Courcelette Rd 
Toronto ON 
Canada Ml N2T2 

W www.infieldfiyproductions.com 
Dugald Maudsley 
E infieldfly@rogers.com 

InformAction Films 

460 Ste-Catherine West, Suite 927 
Montreal QC 
Canada H3B 1A7 
Ian Oliveri 

E ioliveri@informactionfilms.com 

Inigo Films 

213-401 Richmond St. W 
Toronto ON 
Canada M5V3A8 
W www.inigofilms.com 
Alison Rose 
E aer@inigofilms.com 


Insight Media Works Inc. 

419 Elm St. 

Sudbury ON 
Canada P3C1W3 
Christian Elliott 
E christianelliott@mac.com 

Intuitive Pictures 

1973 Falardeau Street 
Montreal QC 
Canada H2K2L9 
W www.intuitivepictures.ca 
Ina Fichman 

E ina@intuitivepictures.ca 

JKJ-TV International 

43 Merrylynn Dr. 

Richmond Hill ON 
Canada L4C 5B2 
Wally Longul 
E wlongul@rogers.com 

Kensington Communications 

451 Adelaide Street West 
Toronto ON 
Canada M5V 1T1 
W www.kensingtontv.com 
Tara Jan 

E tara@kensingtontv.com 
Robert Lang 

E rlang@kensingtontv.com 

Laurus Productions Inc. 

4901 Hutchison 
Montreal QC 
Canada H2V 4A4 
Lori Braun 

E loribraun@videotron.ca 

LP8 Media 

645 Wellington St. Suite 210 
Montreal QC 
Canada H3C 1T2 
Marleen Beaulieu 
E mbeaulieu@lp8media.ca 

Mad Hive Media Inc. 

250The Esplanade, Suite 129 
Toronto ON 
Canada M5A1J2 
W madhivemediagroup.com 
Robyn Hutt 

E rhutt@madhivemediagroup.com 
Rachel Low 

E rlow@madhivemediagroup.com 

Make Believe Media Inc. 

301-145 Keefer Street 
Vancouver BC 
Canada V6A 1X3 
W www.makebelievemedia.com 
Lynn Booth 

E lynn@makebelievemedia.com 
Bruce Whitty 

E bruce@makebelievemedia.com 
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Markham Street Films 

487 Adelaide Street West, Suite 201 
Toronto ON 
Canada M5V1T4 
Aaron Hancox 

E ahancox@markhamstreet.com 
Michael McNamara 
E mmcnamara@markhamstreet.com 

Matter of Fact Media 

258 Wallace Ave., Suite 104 
Toronto ON 
Canada M6P 3M9 
W www.matteroffactmedia.com 
Vanessa Dylyn 

EVanessa@matteroffactmedia.com 

Mediatique inc. 

62 Wellesley West # 606 
Toronto ON 
Canada M5S 2X3 
Daniele Caloz 

E danielecaloz@mediatique.ca 

Merit Motion Pictures 

248 Princess Street 
Winnipeg MB 
Canada R3B 1M2 

W www.meritmotionpictures.com/ 
Erna Buffie 

E ebuffie@mymts.net 
Merit Jensen Carr 
E merit@meritmotionpictures.com 

Ministere de la Culture et des 
Communications 

225, Grande Allee Est, 2e Etage, Bloc C 
Montreal QC 
Canada G1R 5G5 
Beatrice Couillard 

E beatrice.couillard@mcc.gouv.qc.ca 

Mokko Studio 

1711 St-Patrick 
Montreal QC 
Canada H3K3G9 
W www.mokkostudio.com 
Danny Bergeron 

E dbergeron@mokkostudio.com 

Mountainside Films 

PO Box 2781 
Sidney BC 
Canada V8L 5Y9 
Michael Parfit 
E parfitm@aol.com 

Muse Entertainment Enterprises Inc. 

171 East Liberty Street #272 
Toronto ON 
Canada M6K3P6 
Ann Harbron 
E aharbron@muse.ca 
Jonas Prupas 
E Jonasprupas@muse.ca 


Muse Entertainment Enterprises Inc. 

3451 Rue St Jacques 
Montreal QC 
Canada H4C 1 HI 
W www.muse.ca 
Betty Palik 
E bpalik@muse.ca 
Jesse Prupas 
Ejprupas@muse.ca 

Newroad Media 

317 Adelaide Street West, Suite 520 
Toronto ON 
Canada M6G1T5 
Mario Miazga 

E marlo@newroadmedia.ca 
Ann Marie Redmond 
E annmarie@newroadmedia.ca 

Northern Sky Entertainment 

508 Riverside Drive 
Toronto ON 
Canada M6S 4B5 

W www.northernskyentertainment.ca 
Wayne Abbott 
E wayne@northernsky.tv 

Octapixx Worldwide 

200 Tiffield Road, Suite 101 
Toronto ON 
Canada Ml V5J1 
W www.octapixx.com 
Stacey Blake 
E sblake@octapixx.com 

Orangeville Road Pictures 

6-79 Renfrew St. 

Winnipeg MB 
Canada R3N 1J2 
Steve Suderman 
E steve@orangevilleroad.com 

Paperny Entertainment Inc. 

2043 Quebec St 
Vancouver BC 
Canada V5T 2Z6 
David Paperny 

E david@papernyentertainment.com 

Parabola Films 

210b Mozart West 
Montreal QC 
Canada H2S 1C4 
W www.parabolafilms.ca 
Selin Murat 

E selin@parabolafilms.ca 

Parallax Film Productions 

973 Stevens Street 
White Rock BC 
Canada V4B 4X5 
W www.parallaxfilm.com 
Ian Herring 

E iherring@parallaxfilm.com 
Maija Leivo 

E maija@parallaxfilm.com 


Partners In Motion 

604 Columbia Street Suite 470 
New Westminster BC 
Canada V3M 1A5 
Ron Goetz 

E rgoetz@partnersinmotion.com 

Partners in Motion 

1670 Angus Street 
Regina SK 
Canada S4T1Z2 
Chris Triffo 

E ctriffo@partnersinmotion.com 

pia marquard consulting 

983 Rue Napoleon 
Montreal QC 
Canada H2L1C6 
Pia Maria Marquard 
E piamarquard@videotron.ca 

Pixcom Productions 

444 St-Paul Est 
Montreal QC 
Canada H2Y 3V1 
W www.pixcom.com 
Meredith Fowke 
E mfowke@pixcom.com 
Nicola Merola 
E nmerola@pixcom.com 
Christine Nielsen 
E cnielsen@pixcom.com 
Cara Volchoff 
E cvolchoff@pixcom.com 
Emmanuelle Wiecha 
E ewiecha@pixcom.com 

Pixel Dreams 

Toronto ON 
Canada 

W pixeldreams.com 
Daniel Libby 

E liberty@pixeldreams.com 

PMA Productions Inc. 

1617 Selkirk Ave. 

Montreal QC 
Canada H3H 1C7 
W www.pmaproductions.com 
Kenneth Hirsch 

E khirsch@pmaproductions.com 

Primitive Entertainment 

585 Bloor Street West, Suite 300 
Toronto ON 
Canada M6G 1K5 
W www.primitive.net 
Michael McMahon 
E michael@primitive.net 


Productions Megafun Inc. 

3401, Saint-Antoine West 
Westmount QC 
Canada H3Z 1X1 
Paul Cadieux 
E cadieux@megafun.ca 

Productions Multi-Monde 

4067 Boul. St-Laurent, Suite 201 
Montreal QC 
Canada H2W1Y7 
W www.pmm.qc.ca 
Marlene Edoyan 
E medoyan@pmm.qc.ca 

Productions Nova Media 

34, Gamble Est, Bureau 201 
Rouyn-Noranda QC 
Canada J9X 3B7 

W www.productionsnovamedia.com 
Louise Girard 

E lgirard@productionsnovamedia.com 
Yves Lafontaine 
Eylafontaine@ 
productionsnovamedia.com 

Proper Television 

409 King St. West, Suite 201 
Toronto ON 
Canada M5V1K1 
W www.propertelevision.com 
Guy O'Sullivan 

E erika@propertelevision.com 

Proximity Films 

229 Booth Av 
Toronto ON 
Canada M4M 2M7 
W proximityfilms.ca 
Howard Fraiberg 
E howard@proximityfilms.ca 

Quiet Motion Inc. 

4200 Boul. St-Laurent, Suite 402 
Montreal QC 
Canada H2W 2R2 
W www.quietmotion.com 
Jacques Bilodeau 
Ejacques@quietmotion.com 

Real to Reel Productions 

3023 Dundas Street West 
Toronto ON 
Canada M6P 1Z4 
W www.r2r.ca 
Anne Pick 
E annepick@r2r.ca 

Realscreen 

Toronto ON 
Canada 

Claire Macdonald 
E cmacdonald@brunico.com 
Barry Walsh 

E bwalsh@brunico.com 
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RockYenta Productions 

290 Westmoreland Avenue 
Toronto ON 
Canada M6H 3A5 
W rockyenta.com 
Charlotte Engel 
E rockyenta@gmail.com 

Rotating Planet Productions Inc. 

71OA Bloomfield 
Outremont QC 
Canada EH2V 4C5 
W www.rotatingplanet.com 
Ari A. Cohen 

E info@rotatingplanet.com 

Saloon Media 

358 Dufferin Street, Suite 201 
Toronto ON 
Canada M6K 1Z8 
W www.saloon-media.com 
Paul Kilback 

E pkilback@saloonmedia.com 
Michael Kot 

E mkot@saloonmedia.com 

Shaw Media 

121 Bloor Street East 
Toronto ON 
Canada M4W 3M5 
Nick Crowe 

E nick.crowe@shawmedia.ca 
Sarah Jane Flynn 
E sarahjane.flynn@shawmedia.ca 
Andrew Johnson 

E Andrew.Johnson@shawmedia.ca 

SK Films Inc. 

Pinewood Toronto Studios, 225 
Commissioners Street, Suite 303 
Toronto ON 
Canada M4M 0A1 
W www.skfilms.ca 
Jonathan Barker 
Ejbarker@skfilms.ca 

Societe Radio-Canada 

888 St-Jean 
Quebec QC 
Canada G1R 5H6 
W www.radio-canada.ca 
Raynald Daoust 

E raynald.daoust@radio-canada.ca 


Societe Radio-Canada 

1400 East Rene Levesque 
Montreal QC 
Canada H2L2M2 
W radio-canada.ca/ 

Lorene Biscotti 

E lorene.biscotti@radio-canada.ca 
Marie Cote 

E marie.cote@radio-canada.ca 
Helene Leroux 

E helene.leroux@radio-canada.ca 
Michel Pelletier 

E michel.pelletier@radio-canada.ca 
Charles Tisseyre 

E charles.tisseyre@radio-canada.ca 

SODEC 

215 rue Saint-Jacques, bureau 800 
Montreal QC 
Canada H2Y1M6 
W www.sodec.gouv.qc.ca 
Elaine Dumont 

E elaine.dumont@sodec.gouv.qc.ca 
Veronique Le Sayec 
EVeronique.LeSayec@sodec.gouv.qc.ca 

Spatial Sciences Research Lab 

PO Box 3060 Stn Csc 
Victoria BC 
Canada 
Eleanor Setton 
E elsetton@uvicssrl.ca 

Spontaneous Human Productions 

141 Gillard Avenue 
Toronto ON 
Canada M4J 4N7 
Kenton Vaughan 
E kentonv@rogers.com 

Stornoway Productions 

1200 Bay Street, Suite 304 
Toronto ON 
Canada M5R2A5 

W www.stornowayproductions.com 
Criss Hajek 

E chajek@stornoway.com 
Paul Kemp 

E pkemp@stornoway.com 

Sunday Night Entertainment 

199 Clinton St. 

Toronto ON 
Canada M6G 2Y4 
Scott Harper 
E scott@sundaynight.ca 

Telefilm Canada 

Montreal QC 
Canada 

Sheila De La Varende 
E sheila.delavarende@telefilm.ca 
Roxane Girard 
E roxane.girard@telefilm.ca 


Tele-Quebec 

1000, rue Fullum 
Montreal QC 
Canada H2K3L7 
W www.telequebec.tv 
Isabella Federigi 
E ifederigi@telequebec.tv 

Tell Tale Productions Inc. 

Suite 531,1657 Barrington St. 

Halifax NS 
Canada B3K1G9 
W www.telltale.tv 
Edward Peill 
E edward@telltale.tv 

Tortuga Films 

10, Rue De L'Eveche Est 
Rimouski QC 
Canada G5L1X4 
Viveka Melki 

E vmelki@tortugafilms.ca 
Adam Pajot Gendron 
E agendron@tortugafilms.ca 

Trio Orange 

355 Sainte-Catherine Ouest, Suite 603 
Montreal QC 
Canada H3B1A5 
W www.trioorange.com 
Carlos Soldevila 
E csoldevila@trioorange.com 

Tropismes Medias 

7 Rue Miramont 
Saint-Hippolyte QC 
Canada J8A 2X8 
Claudine Desjardins 
E claudine@tropismesmedias.com 

Tuff Productions 

111 Glendale Ave 
Toronto ON 
Canada M6R 2T3 
Janice Tufford 
Ejanice.tufford@gmail.com 

Tungsten Films 

4529 Clark #506 
Montreal QC 
Canada H2T2T3 
W www.tungstenfilms.ca 
Samuel Noel 

E snoel@tungstenfilms.ca 

FrancoisTremblay 

Eftremblay@tungstenfilms.ca 

TVO 

2180 Yonge Street 
Toronto ON 
Canada M4T2T1 
W www.tvo.org 
Christine Lee 
E clee@tvo.org 


Veritasium 

2415 Lawson Avenue 
West Vancouver BC 
Canada V7V2E7 
W youtube.com/veritasium 
Derek Muller 
E veritasium@gmail.com 

WAM 

1303 Greene Ave Suite 300 
Westmount QC 
Canada H3Z 2A7 
W www.whalleyabbey.com 
Scott Bailey 

E scott@whalleyabbey.com 
Petro Duszara 

E petro@whalleyabbey.com 

YAP Films 

96 Spadina Avenue, Suite 205 
Toronto ON 
Canada M5V2J6 
W www.yapfilms.com 
Elliott Halpern 
E ehalpern@yapfilms.com 
Sam Halpern 
E shalpern@yapfilms.com 
Elizabeth Trojian 
E etrojian@yapfilms.com 

Zone 3 inc 

1055 Rene-levesque Suite 900 
Montreal QC 
Canada H2L4S5 
W www.zone3.ca/en 
Isabelle-anouk Bourduas 
E iabourduas@zone3.ca 
Michael Kronish 
E mkronish@zone3.ca 

ZoomerMedia—VisionTV 

64 Jefferson Ave. 

Toronto ON 
Canada M6K 1Y4 
W www.visiontv.ca 
Joan Jenkinson 

Ejoan.jenkinson@zoomermedia.ca 

Zoot Pictures 

2060 Broad St. 

Regina SK 
CanadaS4P1Y3 
W www.zootpictures.com 
Leif Kaldor 

E leif@zootpictures.com 

Zoot Pictures 

#2-222 Osborne Street 
Winnipeg MB 
Canada R3L1Z3 
W www.zootpictures.com 
Leslea Mair 

E leslea@zootpictures.com 
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CHILE 

Las Minas 

Ave. Suecia 513 #402, Providencia 
Santiago 
Chile 7510192 
W vimeo.com/lasminas 
Gaston Chedufau 
E gaston@lasminas.cl 

CHINA 

CCTV Documentary Channel 

Room 438, Jingchengjiufang Hotel, 
No.11 Yangfangdian Road, 

Haidian District 
Beijing 

China 100038 

W cctvdocumentary.cntv.cn/ 

Jin Li 

E lijinjosh@gmail.com 
Wen Liu 

E ouruizhi@163.com 
Shilun Shi 

E melodyjoy30@163.com 
YuanTian 

E tianyuan@cctv.com 
Zi Wang 

E kiddofay@gmail.com 
Yiqian Zhang 

E jessica_zyq@hotmail.com 

China Intercontinental 
Communication Center 

23 Floor Huatian Plaza, 6 North 
Xiaomachang, Lianhuachi East Road 
Of Haidian District, Beijing China 
Beijing 

China 100038 
Bo Zhang 
E lungs@163.com 

Mandarin Film 

Sanlitun 34-2-102 
Beijing 

China 100027 
W www.mandarinfilm.com 
Patrick Carr 

E patrickcarr@mandarinfilm.com 

Rare Media 

No.38 Shuangliubei Street, 
Chaoyang District 
Beijing 

China 100024 
Ruifang Hua 

E huaruifang@raredoc.com 


CZECH REPUBLIC 

Academia Film Olomouc 

Univerzitni 3 
Olomouc 

Czech Republic 77900 
W www.afo.cz 
Veronika Klusakova 
E klusakova@afo.cz 
Jakub Korda 
E korda@afo.cz 

Academia Film Olomouc 

Krizkovskeho 10 
Olomouc 

Czech Republic 77900 
W www.afo.cz 
Jakub Ralis 

E ralisjakub@gmail.com 

DENMARK 

Danish Broadcasting Corporation 

Emii Holms Kanal 20 
Copenhagen 
Denmark 999 
W www.dr.dk/viden 
Henrik Bjerring 
E hebj@dr.dk 
Lars RonnowTorp 
E ltp@dr.dk 

DR 

Emii Holms Kanal 1 
Copenhagen 
Denmark 999 
Thomas Houkjaer 
Ethoh@dr.dk 

FINLAND 

YLE 

PI 90 

Helsinki 

Finland 24 

W www.yle.fi 

Jukka-pekka Heiskanen 

Ejukka-pekka.heiskanen@yle.fi 

YLE 

Yleisradio, Box 97 
Helsinki 
Finland 24 
W www.yle.fi 
Riitta Jalonen 
E riitta.jalonen@yle.fi 

YLE 

Radiokatu 5 
Helsinki 
Finland 24 
Johanna Reen 
Ejohanna.reen@yle.fi 


YLE 

Radiokatu 5, POB 46 
Helsinki, Yleisradio 
Finland 24 
W www.yle.fi 
NinaTuominen 
E nina.tuominen@yle.fi 

YLE 

Radiokatu 5 
Helsinki 
Finland 200 
llkka Lehtinen 
E ilkka.lehtinen@yle.fi 

FRANCE 

AB International Distribution 

132 avenue du president Wilson 
La Plaine Saint Denis 
France 93210 

W www.ab-international.com/ 
Charlotte Tachet 
E charlotte.tachet@groupe-ab.fr 

Agat Films & Cie 

52, Rue Jean-PierreTimbaud 
Paris 

France 75011 
W www.agatfilms.com 
Blanche Guichou 

E blanche.guichou@agatfilms.com 

Altomedia 

15 Rue D'hauteville 
Paris 

France 75010 
W www.altomedia.com 
Gabriel Turkieh 
E g.turkieh@altomedia.com 

ARTE France 

8 rue Marceau 
Issy-les-Moulineaux 
France 92130 
W www.arte.tv 
Catherine Alvaresse 
E c-alvaresse@artefrance.fr 
Marie Beuzard 
E m-beuzard@artefrance.fr 
W www.arte-tv.com 
Helene Coldefy 
E h-coldefy@artefrance.fr 
Audrey Kamga 
E a-kamga@artefrance.fr 

Bellota Films / Red Corner 

6, Villa Du Clos De Malevart 
Paris 

France 75011 
W www.bellotafilms.fr 
Dominique Barneaud 
E dom@bellotafilms.fr 


Bonne Pioche Television 

188 Rue De La Roquette 
Paris 

France 75011 
W www.bonnepioche.fr 
Sophie Parrault 
E parrault@bonnepioche.fr 
Emmanuel Priou 
E priou@bonnepioche.fr 
Alexandre Soullier 
E a.soullier@bonnepioche.fr 

Camera Lucida Productions 

4 Cite Griset 
Paris 

France 75011 
Valerie Grenon 
E vgrenon@cameralucida.fr 

CC&C Clarke Costelle & Co 

57 Rue Vasco De Gama 
Paris 

France 75015 
W www.cccprod.com 
Louis Vaudeville 

E louis.vaudeville@cccprod.com 

Dassault Systemes 

10 Rue Marcel Dassault 
Velizy-Villacoublay 
France 78946 
W 3ds.com 
Marie-Pierre Aulas 
E mariepierre.aulas@3ds.com 

Docland Yard 

155 rue de Charonne 
Paris 

France 75011 

W wwww.gedeonprogrammes.com 
Thibaut Martin 

E tmartin@gedeonprogrammes.com 

Docside Production 

40 Rue De L'eglise 
Paris 

France 75015 
GuyaderGaelle 

E g.guyader@docsideproduction.fr 

Films a Cinq 

49 Rue De Rochechouart 
Paris 

France 75009 

Martin de la Fouchardiere 

E mfouchardiere@filmsacinq.com 
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France Televisions 

2 Rue Marceau 
Issy-les-Moulineaux 
France 92130 
Caroline Behar 
E caroline.behar@francetv.fr 
Ann Julienne 
E ann.julienne@francetv.fr 
Thierry Mino 

E thierry.mino@francetv.fr 
Perrine Poubeau 
E perrine.poubeau@francetv.fr 

France Televisions Distribution 

1 Boulevard Victor, Immeuble Le Barjac 
Paris 

France 75015 
W www.contentsales. 
francetvdistribution.fr/public/privacy 
Yann Chapellon 
E yann.chapellon@francetv.fr 
Bertrand Lossignol 
E bertrand.lossignol@francetv.fr 

Galaxie Presse 

76 Rue Du Faubourg St Denis 
Paris 

France 75010 
W www.galaxie-presse.fr 
Thierry Caillibot 
E t.caillibot@galaxie-presse.fr 
Romain Grumbach 
E rgrumbach@galaxie-presse.fr 
Bernard Vaillot 
E b.vaillot@galaxie-presse.fr 

Gedeon Programmes 

155 rue de Charonne 
Paris 

France 75011 

W www.gedeonprogrammes.com 
Cecile Kiegel 

E ckiegel@gedeonprogrammes.com 
Stephane Milliere 

E smilliere@gedeonprogrammes.com 

Georama TV Productions 

2 Mairie Strasse 
Cadours 
France 31480 

W www.carbon-the-film.com 
Nicolas Koutsikas 
E nkoutsikas@georamatv.com 

France 

lllegitime Defense 

111 Avenue Victor Flugo 
Paris 

France 75116 
Laure Bernard 

E lbernard@illegitimedefense.com 
Arnaud Xainte 

E xainte@illegitimedefense.com 


Independent 

9, Rue De L'asile 

Chatou 

France 78400 

Christine Reisen 

E christine.reisen@gmail.com 

Java Films 

38 Quai du Point du Jour 
Boulogne 
France 92100 
W www.javafilms.fr 
Kathryn Bonnici 
E kathryn@javafilms.fr 

Kwanza 

Paris 

France 

Robert Salvestrin 
E robert.salvestrin@gmail.com 

La Compagnie des Taxi Brousse 

98 Rue Jean PierreTimbaud 
Paris 

France 75011 

W www.cie-taxibrousse.com 
Laurent Mini 

E lmini@cie-taxibrousse.com 
Maurice Ribiere 

E mribiere@cie-taxibrousse.com 
Antoine Bamas 

E abamas@cie-taxibrousse.com 
Karim Samai 

E ksamai@cie-taxibrousse.com 

Lagardere Entertainment Rights 

Paris 

France 

W www.europeimages.com/ 
Emmanuelle Bouilhaguet 
E emmanuelle.bouilhaguet@ 
le-rights.com 

Le Miroir 

99 Boulevard de I'Hopital 
Paris 

France 75013 
W www.lemiroir.com 
Gabriel Chabanier 
E gabchab@lemiroir.com 

Les Films d'lci 

62, Boulevard davout 
Paris 

France 75020 
W www.lesfilmsdici.fr 
Charlotte Uzu 

E charlotte.uzu@lesfilmsdici.fr 

MC4 

France 

Nicolas Deschamps 
E n.deschamps@mc4.fr 


Mona Lisa Production 

3 Et 4 Place Louis Chazette 
Lyon 

France 69001 

W www.monalisa-prod.com 
Eric Verniere 

E everniere@monalisa-prod.com 

Newen Distribution 

TELFRANCE, 71 rue de la Victoire 
Paris 

France 75009 
W www.telfrance.com 
Christine Le Goff 
E legoff@telfrance.fr 

Nilaya Productions 

28 rue du Docteur Finlay 
Paris 

France 75015 
W www.nilaya.fr/en 
Patricia Boutinard Rouelle 
E p.boutinardrouelle@gmail.com 

One Planet 

44 rue du temple 
Paris 

France 75004 
W www.oneplanet.fr 
Victoire De Mones 
E victoire.demones@oneplanet.fr 

Point du Jour International 

23 Rue De Cronstadt 
Paris 

France 75015 

W www.pointdujour-international.fr 
Luc Martin-Gousset 
E l.martingousset@pointdujour.fr 
Doris Weitzel 

E d.weitzel@pointdujour.fr 

Program 33 

33 Rue Trousseau 
Paris 

France 75011 

W www.program33.com/ 

Fabrice Coat 

E f.coat@program33.com 

RTE 

49, Rue De Rochechouart 
Paris 

France 75009 
W www.filmacinq.com 
Emmanuel Laurent 
E elaurent@filmsacinq.com 

Saint Thomas Productions 

Village D'entreprises Saint Henri, 

Rue Anne Gacon- Bat 302 
Marseille 
France 13016 
W www.saint-thomas.net 
Bertrand Loyer 
E b.loyer@saint-thomas.net 


Seppia 

18 Rue Auguste Lamey 
Strasbourg 
France 67000 
W www.seppia.fr 
Cedric Bonin 
E c.bonin@seppia.fr 

Sunny Side of the Doc 

21 bis quai Maubec 
La Rochelle 
France 17000 

W www.sunnysideofthedoc.com 
Krishan Arora 

E krishan@sunnysideofthedoc.com 
Josee Brossard 

Ejosee@sunnysideofthedoc.com 
Baptiste Cornillier 

E baptiste@sunnysideofthedoc.com 
Irem Couchouron 
E irem@sunnysideofthedoc.com 
Yves Jeanneau 

E yves@sunnysideofthedoc.com 

System TV 

47 rue Paul Bert 
Boulogne 
France 92100 
W www.systemtv.fr 
Nicolas Goldzahl 
E nicolas@systemtv.fr 

Terranoa 

155, Rue De Charonne 
Paris 

France 75011 
W www.terranoa.com 
Isabelle Graziadey 
E igraziadey@terranoa.com 

TGA 

4 Rue Germaine Richier 
Tours 

France 37000 
W www.tga.fr 
Aline Houdy 

E aline.houdy@gmail.com 

Thelos 

50 Rue Rambuteau 
Paris 

France 75003 
W www.thelos.tv 
Stephane Nicolopoulos 
E steph@thelos.tv 

TV France International 

5 rue Cernuschi—F 
Paris 

France 75017 

Juliette Lecuyer 

Ejuliette@tvfrance-intl.com 
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TV ONLY 

20 cour des Petites Ecuries 
Paris 

France 75010 
W www.tv-only.com 
Clemence Porret 
E demence.porret@tv-only.com 

Yuzu Productions 

30 Rue Colonel Delorme 

Montreuil 

France 93100 

W www.yuzu-productions.com 
Fabrice Esteve 

E f.esteve@yuzu-productions.com 

ZED 

39 rue des Prairies 
Paris 

France 75020 
W www.zed.fr 
Valerie Abita 
E valerie.abita@zed.fr 
Celine Payot Lehmann 
E cplehmann@zed.fr 

ZED 

42 Rue Eugene Carriere 
Paris 

France 75018 
W www.zed.fr 
Manuel Catteau 
E mcatteau@zed.fr 

GERMANY 

a&o buero 

An der Alster 18 
Hamburg 
Germany 20099 
W www.a-o-buero.de 
Tristan Chytroschek 
E tristan@a-o-buero.de 

Abbild-Agentur 

Neuhofstr. 41 
Moenchengladbach 
Germany41061 
Karin Embacher 
E Karin.Embacher@t-online.de 

Albatross World Sales 

Altenburger Str. 7 
Leipzig 

Germany 4275 

W www.albatrossworldsales.com 
Anne Olzmann 

E anne@albatrossworldsales.com 

Anthro Media 

Nansenstr. 19,12047 
Berlin 

Germany D-23611 
W www.anthro-media.com 
Volker Barth 

E volker.barth@anthro-media.com 


ARD/MDR 

Kantstrasse 71-73 
Leipzig, Sachsen 
Germany 4275 
W www.mdr.de 
Claudia Schreiner 
E claudia.schreiner@mdr.de 

ARTE Germany 

Germany 

Wolfgang Bergmann 
E Bergmann.W@zdf.de 

Autentic 

GrunwalderWeg 28d 
Oberhaching 
Germany 82041 
W www.autentic.com 
Patrick Horl 

E p.hoerl@autentic.com 

Autentic Distribution GmbH 

Ludwigstrasse 11 
Cologne 
Germany 50667 
W https://www.autentic.om 
Anne Hufnagel 
E a.hufnagel@autentic.com 

BBC Worldwide Germany 

Kaiser-Wilhelm Ring 17-21 
Cologne 
Germany 50672 
Isabelle Helle 
E isabelle.helle@bbc.com 

Berlin Producers 

Berlin Producers Film Gmbh&co.kg, 

Prenzlauer Allee 36 

Berlin 

Germany 10405 
W www.berlin-producers.de 
Stefan Pannen 

E stefan.pannen@berlin-producers.de 

Bilderfest GmbH 

Adi-Maislinger-Strasse 9 
Munich 

Germany 81373 
W www.bilderfest.de 
Dietmar Lyssy 
E lyssy@bilderfest.de 
Marcus Uhl 
E uhl@bilderfest.de 

doc.station Medienproduktion 
GmbH 

Strassenbahnring 13 
Hamburg 
Germany 20251 
W www.docstation.de 
Anne Siegele 
E lschulz@docstation.de 
Dr. Luise Wagner 
E info@docstation.de 


DOCDAYS Productions 

Schwedter Str. 34a 
Berlin 

Germany 10435 
W www.docdays.de 
Antje Boehmert 
E ab@docdays.de 

DOKfilm Fernsehproduktion 

August-bebel-strasse 26-53 
Potsdam 
Germany 14482 
W www.dokfilm.de 
Jost-Arend Boesenberg 
Ej.boesenberg@dokfilm.de 

ECO Media TV Produktion 

Vorsetzen 53 
Hamburg 
Germany 20459 
W www.ecomediatv.de 
Stephan Lamby 
E lamby@ecomediatv.de 
W ww.ecomediatv.de 
Thomas Schuhbauer 
E schuhbauer@ecomediatv.de 

fact+film 

Hastedter Osterdeich 222 
Bremen 

Germany 28207 
W www.fact-film.de 
Michael Wolff 
E wolff@fact-film.de 

Gebrueder Beetz Filmproduktion 

Heinrich-Roller-Strasse 15 
Berlin 

Germany 10405 
W beetz-brothers.de 
Christian Beetz 

E c.beetz@gebrueder-beetz.de 

Gebrueder Beetz Filmproduktion 
Cologne 

Breite Strasse 110 
Cologne 
Germany 50667 
W www.beetz-brothers.de 
Ira Beetz 

E i.beetz@gebrueder-beetz.de 

Gebrueder Beetz Filmproduktion 
Hamburg GmbH & Co. KG 

Eppendorfer Weg 93a 
Hamburg 
Germany 20259 
W www.gebrueder-beetz.de 
Reinhardt Beetz 
E r.beetz@gebrueder-beetz.de 


Gruppe 5 Filmproduktion 

Kartaeuserwall 19-21 
Cologne 
Germany 50678 
W www.gruppe5film.de 
Alexander Hesse 

E Alexander.Hesse@gruppe5film.de 

ifs International Filmschool 

Werderstr. 1 
Cologne 
Germany 50672 
W www.filmschule.de 
Marion Ammicht 
E mammicht@googlemail.com 
Ulrich Aschenbrenner 
E ulrich.aschenbrenner@ 
mimikryfilm.com 
Susanne Klein 
E sklein@sparkmedia.de 
Nina Kradepohl 
E nk@pypfilm.com 
Bernd Schaarmann 
E bernd@coolfilms.de 
Axel Schmidt 

E axlschmidt@netcologne.de 
Paula Wehmeyer 
E post@paulawehmeyer.de 

ifs International 
Filmschool/144film 

Germany 

W www.144film.com 
Alexandra Sorgenicht 
E mail@144film.com 

K22 film&entertainment 

Poststr. 37 
Mainz 

Germany 55126 
W www.k22film.de 
Wolfram Giese 
E wolfram@k22film.de 

Laengengrad Filmproduktion GmbH 

Haendelstr. 25-29 
Cologne 
Germany 50674 
W www.laengengrad.de 
Thomas Weidenbach 
E info@laengengrad.de 

Marco Polo Film AG 

Handschuhsheimer Landstr. 73 
Heidelberg 
Germany 69121 
W www.marco-polo-film.de 
Annette Scheurich 
E annette@marco-polo-film.de 
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N24 

Marlene Dietrich Platz 5 
Berlin 

Germany 10785 
W www.n24.de 
Astrid Steinmeyer 
E astrid.steinmeyer@n24.de 

NEW DOCS 

Raderberger Str. 145 
Cologne 
Germany 50968 
W www.newdocs.de 
Elina Kewitz 

E elina.kewitz@newdocs.de 

ProSiebenSat.1 TV Deutschland 

Gutenbergstr. 1 a 
Unterfohring 
Germany 85774 
W en.prosiebensatl .com/ 

Carina Teutenberg 
E Carina.Teutenberg@ 
prosiebensatl .com 

ProSiebenSat.1 TV Deutschland 

Medienallee 7 
Unterfohring 
Germany D-85774 
W www.prosiebensatl .com 
Florian Falkenstein 

florian.falkenstein@prosiebensat1 .com 
Thomas von Hennet 
E thomas.hennet@ProSiebenSat1 .com 
Sven Pietsch 

E sven.pietsch@prosiebensat1 .com 

Spiegel TV 

Ericusspitze 1 
Hamburg 
Germany 20457 
W www.spiegehtv.de 
Marc Brasse 

E marc_brasse@spiegel-tv.de 
Kirsten Hoehne 

E kirsten_hoehne@spiegel-tv.de 
Elvira Lind 

E Elvira_Lind@spiegel-tv.de 
Kay Siering 

E kay_siering@spiegel-tv.de 

Story House Media Group 

Michaelkirchstrasse 17-18 
Berlin 

Germany 10179 
W www.storyhousepro.com 
Thomas Zwiessler 
E zwiessler@storyhousepro.com 


Taglicht Media 

Caesarstrasse 58 
Cologne 
Germany 50968 
W www.taglichtmedia.de 
Dennis Wells 

E dennis.wells@taglichtmedia.de 
Bernd Wilting 

E bernd.wilting@taglichtmedia.de 

TANGRAM International GmbH 

Ganghoferstrasse 27 
Munich 

Germany 80339 
W www.tangram-film.de 
Dagmar Biller 

E dagmar.biller@tangram-film.de 

timtam media 

Christinenstrasse 18 
Berlin 

Germany 10119 

W cargocollective.com/danielpetry 
Daniel Petry 
E dp@timtam.tv 

WDR 

Appellhofplatz 1 
Cologne 
Germany 50667 
W www.wdr.de 
Daniele Joerg 
E daniele.joerg@wdr.de 
Beate Schlanstein 
E Beate.Schlanstein@wdr.de 

WDW Productions 

Rosenheimerstrasse 145 
Munich 

Germany 81671 
W www.weltderwunder.de 
Nadja Zottl 

E nadja.zoettl@weltderwunder.de 

ZDF 

ZDF Strasse 1 
Mainz 

Germany 55100 
W www.zdf.de 
W arte.tv 
Steffen Bayer 
E Bayer.S@zdf.de 
Ulrike Grunewald 
E grunewald.u@zdf.de 
Marita Hubinger 
E huebinger.m@zdf.de 
Natalie Mueller-Elmau 
E mueller-elmau.n@zdf.de 


ZDF Digital Medienproduktion 

ZDF Strasse 1 
Mainz 

Germany 55127 

W www.zdf-digital.com/?lang=en 
Christoph Caron 
E caron.c@zdf-digital.com 
Michael Kaschner 
E Kaschner.M@zdf-digital.com 

ZDF Enterprises GmbH 

Erich-dombrowski-str. 1 
Mainz 

Germany 55127 
W www.zdf-enterprises.de 
Kristina Hollstein 

E kristina.hollstein@zdf-enterprises.de 
Ralf Rueckauer 

E ralf.rueckauer@zdf-enterprises.de 

ZDF German Television 

ZDF Strasse 1 
Mainz 

Germany 55100 
W www.zdf.de 
Peter Arens 
E Arens.P@zdf.de 
Christian Dezer 
E dezer.c@zdf.de 
Katharina Finger 
E Finger.K@zdf.de 
Christiane Goetz-Sobel 
E goetz-sobel.c@zdf.de 
Georg Graffe 
E Graffe.G@zdf.de 
Klaus Heckenhahn 
E heckenhahn.k@zdf.de 
Jens Monath 
E monath.j@zdf.de 
Caroline Reiher 
E Reiher.C@zdf.de 

IRELAND 

Crossing the Line Productions 

Barr An Uisce, Killincarrig Road, 

Greystones 

Wicklow 

Ireland 

W www.ctlfilms.com 
John Murray 

Ejohnmurray@ctlfilms.com 

ITALY 

Dodab 

Via Dell'unita 23 

Venturina 

Italy 57029 

W www.doclab.it 

Barbara Bernardini 

E barbara.bernardini@insintesi.it 


Doclab 

Via Della Giuliana, 66 

Rome 

Italy 195 

W www.doclab.it 
Marco Visalberghi 
E marco.visalberghi@doclab.it 

MOVE productions 

Via Sussisa 70 
Sori, Genova 
Italy 16031 

W www.luminousrangefilms.com, 
www.moveproductions.it 
Stefano Strocchi 
E stefano@moveproductions.it 

SD Cinematografica 

Lungotevere Delle Navi, 19 

Rome 

Italy 196 

W www.sdcinematografica.it 
Roberto Dall'Angelo 
E roberto.dallangelo@ 
sdcinematografica.it 

Terra SRL 

Via Monte Giberto 15 00138 

Rome 

Italy 138 

W www.terra.tv.it 
Diego D'lnnocenzo 
E diegodin@tin.it 

JAPAN 

NHK 

2-2-1 Jinnan, Shibuya-ku 
Tokyo 

Japan 150-8001 
Sayumi Horie 
E horie.s-gg@nhk.orjp 
Yuko Ito 

E ito.y-ey@nhk.or.jp 
Hiroaki Katayama 
E katayama.h-hk@nhk.or.jp 
Yuji Maruyama 
E maruyama.y-es@nhk.or.jp 
Kayoko Mitsumatsu 
Naofumi Nakamura 
E nakamura.n-hs@nhk.or.jp 
Atsushi Nishida 
E nishida.a-gi@nhk.or.jp 
Koichi Okumura 
E okumura.k-dy@nhk.or.jp 
Tomoyuki Osato 
E osato.t-ge@nhk.or.jp 
Takeshi Shibasaki 
E shibasaki.t-hg@nhk.or.jp 
Kazuki Ueda 
E ueda.k-fy@nhk.or.jp 
Jun Urakawa 
E urakawa.j-fi@nhk.or.jp 
Shin Yasuda 

E yasuda.s-hq@nhk.or.jp 
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KENYA 

On Screen Productions Ltd 

45956 

Nairobi 

Kenya 100 

Catherine Muema 

E cathymuema@gmail.com 

MALAYSIA 

Armeria Sdn Bhd 

Menara Mutiara Bangsar 
Kuala Lumpur 
Malaysia 
Yusmal Ghazali 
E yusmalg@yahoo.com 

Image Farm Productions Sdn Bhd 

Penang 

Malaysia 

Tang Siang Ching 
E siangching@imagefarm.com.my 

Jet TV Malaysia 

A-2-12 Merchant Square, Jalan 
Tropicana Selatan 1, PJU 3, 

Petaling Jaya, Selangor 
Malaysia 47410 
W www.jettv.my 
Ai Nie Wong 
E ainiewong@gmail.com 

National Film Development 
Corporation Malaysia (FINAS) 

Kuala Lumpur 
Malaysia 

Subaidah Md.Top 
E subaidah@fmas.gov.my 
Mohd Nazrul 
E nazfmas@gmail.com 

Red Communications 

Kuala Lumpur 
Malaysia 
Lydia Lubon 
E lydia@red.com.my 

MEXICO 

Jaguarundi 

Calz Desierto De Los Leones 5958 

Casa 36 

Mexico City 

Mexico 1800 

Mariana Ochoa 

E a.p.m.ochoa@gmail.com 


NETHERLANDS 

Off the Fence 

Herengracht 105-107 
Amsterdam 
Netherlands 1015BE 
W www.offthefence.com 
Mark Dee-Shapland 
E mark@offthefence.com 
Ludo Dufour 
E ludo@offthefence.com 
Georgina Eyre 

E georgina@offthefence.com 

NEW ZEALAND 

Making Movies 

195 Ponsonby Road 
Auckland 
New Zealand 1001 
W www.docs.moviesnz.com 
James Heyward 
E info@moviesnz.com 

NHNZ 

5 Melville Street 
Dunedin 

New Zealand 9016 
W www.nhnz.tv 
Judith Curran 
Ejcurran@nhnz.tv 

SINGAPORE 

Beach House Pictures 

189 New Bridge Road, #03-01/02 

Singapore 

Singapore 59422 

W www.beachhousepictures.com 
Donovan Chan 

E donovan@beachhousepictures.com 
Jocelyn Little 

E Jocelyn@beachhousepictures.com 

Sitting In Pictures 

1 Syed Alwi Road, Song Lin Building 

#04-04 

Singapore 

Singapore 207628 

W www.sittinginpictures.com 

Soh Kiak Chang 

E sohkiak@sittinginpictures.com 

SPAIN 

Media 3.14 

Diagonal 177 
Barcelona 
Spain 8018 

W www.media314.cat 
Joan Ubeda Carulla 
Ejubeda@mediapro.es 


SWEDEN 

Deep Sea Productions 

Rydboholms Gard 
Akersberga 
Sweden SE-18494 
W www.deepsea.se 
Malcolm Dixelius 
E malcolm@deepsea.se 
Bjorn Hagberg 
E bjorn@deepsea.se 
Martin Widman 
E martin@deepsea.se 

TAIWAN 

National Taiwan University 

1, Sec. 4 Roosevlt Rd. 

Taipei 

Taiwan 10671 
Cheng-jen Shih 
E shihcj@ntu.edu.tw 

Scicommtw 

6f, No.15, Aly. 47, Ln. 458, Beian Rd. 
Taipei City 
Taiwan 104 

W www.scicommtw.com 
Chi-yung Moh 
E moh.chiyung@gmail.com 

UK 

360Production 

10 Northland Road 
Derry City 

UK BT48 7JD 

W www.360production.com 
John Farren 

Ejohn.farren@360production.com 

360Production 

11 c Gower Mews 
London 
UKWC1E6HP 

W www.360production.com 
Emma Parkins 

E emma.parkins@360production.com 

422 South CGI and Visual FX 

103 Whiteladies Road 

Bristol 

UK BS8 2PB 

W www.422south.com 
Andrew Davies-Coward 
E adc@422.com 


Arrow Media 

17-18 Margaret Street 
London 
UKW1W8RP 
W www.arrowmedia.com 
Tom Brisley 

E tom.brisley@arrowmedia.com 
John Smithson 

Ejohn.smithson@arrowmedia.com 
Sacha Thorpe 
E sachathorpe@hotmail.fr 
Thomas Viner 

E thomas.viner@arrowmedia.com 
Dan Wan 

E dan.wan@arrowmedia.com 

Atlantic Productions 

Brook Green House, 4 Rowan Road 

Hammersmith 

London 

UKW6 7DU 

W www.atlanticproductions.co.uk 
Anthony Geffen 

E anthonyg@atlanticproductions.co.uk 
John Morris 

Ejohnm@atlanticproductions.co.uk 
Ruth Roberts 

E ruthr@colossusproductions.co.uk 

Attaboy TV 

Unit 1/23 Blue Anchor Lane 
London 
UKSE163UL 
W www.attaboytv.com 
Malcolm Clark 
E malcolm@attaboytv.com 

BBC 

BBC New Broadcasting House, 

Portland Place 
London 
UKW1A 1AA 
W www.bbc.co.uk 
Will Aslett 

E will.aslett@bbc.co.uk 
Kate Bartlett 

E kate.bartlett@bbc.co.uk 
Steve Crabtree 
E steve.crabtree@bbc.co.uk 
Eamon Hardy 
E Eamon.hardy@bbc.co.uk 

BBC 

BBC New Broadcasting House, Floor 7 
Zone C, Portland Place 
London 
UKW1A 1AA 

Dominic Crossley-Holland 
E dominic.crossley-holland@bbc.co.uk 
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BBC 

BBC New Broadcasting House, 

Zone D—Floor 6, Portland Place 
London 
UKW1A 1AA 
W www.bbc.co.uk 
Martin Davidson 
E martin.davidson@bbc.co.uk 

BBC 

40 Pacific Quay 

Glasgow 

UKG51 IDA 

W www.bbc.co.uk 

Mark Hedgecoe 

E mark.hedgecoe@bbc.co.uk 

BBC 

New Broadcasting House, 

07c- H05-12, Portland Place 

London 

UKW1A 1AA 

W www.bbc.co.uk/programmes/ 
b006mgxf 
Aidan Laverty 
E aidan.laverty@bbc.co.uk 

BBC 

Room 4600, White City, 

201 Wood Lane 
London 
UKW12 7TS 
Claire Miller 

E claire.miller@bbc.co.uk 

BBC 

BBC Media Centre Room Mc4d4, 

201 Wood Lane 

London 

UKW12 7TQ 

Emma Ong 

E emma.ong@bbc.co.uk 

BBC Knowledge & Daytime 

Room 4600, White City, 

201 Wood Lane 
London 
UKW12 7TS 
Jon Lindley 

Ejon.lindley@bbc.co.uk 

BBC Television 

BBC New Broadcasting House, 

Science Department, 07c, 7th Floor, 

Great Portland Street 

London 

UKW1A 1AA 

Andrew Cohen 

E andrew.cohen@bbc.co.uk 


BBC Worldwide 

Room Mcl b4, Media Centre, 

201 Wood Lane 
London 
UKW12 7TQ 

W www.bbcworldwide.com 
Suzanne McKenna 
E suzanne.mckenna@bbc.com 
Lena Muller 

E lena.muller@bbc.com 
Mark Reynolds 
E mark.reynolds@bbc.com 

Beyond Distribution 

41- 42 Berners Street 
London 
UKW1T3NB 

W www.beyonddistribution.com 
Yvonne Body 

E yvonne@beyonddistribution.com 
Alexandra Olsson 

E alexandra@beyonddistribution.com 

Big Wave Productions 

156 St. Pancras 
Chichester 
UKP0197SH 
W www.bigwavetv.com 
Sarah Cunliffe 

E sarahcunliffe@bigwavetv.com 

Blink Films 

Bankstock Building, 

42- 44 De Beauvoir Crescent 
London 

UKN1 5SB 

W www.blinkfilmsuk.com 
Dan Chambers 

E dan.chambers@blinkfilmsuk.com 
Justine Kershaw 

Ejustine.kershaw@blinkfilmsuk.com 

British Pathe 

The Media Centre, 

3-8 Carburton Street 

London 

UKW1W5AJ 

Richard Goldthorpe 

E richard@britishpathe.com 

Channel 4 

124 Horseferry Road 
London 
UKSW1P2TX 
W www.channel4.com/ 

David Glover 

E dglover@channel4.co.uk 
John Hay 

Ejhay@channel4.co.uk 
Ralph Lee 

E RLee@Channel4.co.uk 
Kate Quilton 

E kquilton@channel4.co.uk 
Sara Ramsden 

E sramsden@channel4.co.uk 


Channel 5 

10 Lower Thames Street 
London 
UK EC3R 6EN 
Simon Raikes 
E simon.raikes@five.tv 

Cineflix Rights 

1 st Floor, 1 Lorenzo Street 

London 

UKWC1X9DJ 

W www.cinef1ixrights.com/ 

Chris Bonney 
E cbonney@cineflix.com 

DRG 

62-65 Chandos Place 
London 
UKWC2N4HG 
W www.drg.tv 
Caitlin Meek-O'Connor 
E c.meekoconnor@drg.tv 

DRIVE 

2nd Floor Bankstock Building, 

42/44 DeBeauvoir Crescent 

London 

UKN15SB 

W www.drive-tv.co.uk 
Lilia Hurst 

E lilla@drive-tv.co.uk 

DSP (Darlow Smithson 
Productions) 

1 st Floor, Shepherds Building Central, 

Charecroft Way 

London 

UKW140EE 

W www.dsp.tv 

Ben Bowie 

E Ben.Bowie@dsp.tv 

Emily Dalton 

E Emily.Dalton@dsp.tv 

lain Riddick 

E lain.Riddick@dsp.tv 

Simon Young 

E Simon.Young@dsp.tv 

Earth-Touch Ltd 

5th Floor, Fairgate House, 

78 New Oxford Street 
London 
UKWC1A1HB 
W earthtouchtvsales.com/ 

Susan Lee 

E susan@earthtouchuk.com 

Entertainment One 
Television International 

2nd Floor, 20 Soho Square 

London 

UKW1D3QW 

Justina Hemperek 

Ejhemperek@entonegroup.com 


Icon Films 

3rd Floor College House, 

32-36 College Green 

Bristol 

UKBS1 5SP 

W www.iconfilms.co.uk 
Alex Brisland 

E alex.brisland@iconfilms.co.uk 
Harry Marshall 

E harry.marshall@iconfilms.co.uk 
Laura Marshall 

E laura.marshall@iconfilms.co.uk 

Impossible Pictures Factual 

11 c Gower Mews 
London 
UKWC1E6HP 
Jonathan Drake 
E jonathan.drake@ 
threeriverstudios.co.uk 
Steve Maher 
E gwyn@firestep.net 
Paul Wooding 
E paul.wooding@ 
impossiblepictures.co.uk 

Independent 

London 

UK 

James Hawes 
E mail@jameshawes.com 

Independent 

UK 

Zena Marks 

E z.a.marks@googlemail.com 

Independent 

Flat 1 b, 30 Nottingham Place 

London 

UKW1U5NP 

Amelia Vale 

E ameliavale@hotmail.com 

ITN Source 

200 Gray's Inn Road 
London 
UKWC1X8XZ 
W www.itnsource.com 
Hanna Davies 

E hanna.davies@itnsource.com 

IWC Media 

93-97 St. Georges Road 

Glasgow 

UKG3 6JA 

W www.iwcmedia.co.uk 
Ross Harper 

E ross.harper@iwcmedia.co.uk 
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Keo films Ltd 

9-10 Great Sutton Street 
London 
UK EC1V0BX 
Colleen Flynn 

E colleen.flynn@keofilms.com 
Debbie Manners 
E debbie.manners@keofilms.com 

Lion Television 

26 Paddenswick Road 
London 
UKW6 0UB 
W www.liontv.co.uk 
Richard Bradley 
E richard.bradley@liontv.co.uk 
Tessa James 

E tessa.james@liontv.co.uk 

Mallinson Sadler Productions 

29 Lynedoch Street 
Glasgow 
UKG3 6EF 

W www.msptv.co.uk 
Crispin Sadler 

E crispin_sadler@blueyonder.co.uk 

medialab 

36a Lambs Conduit Street 
London 
UKWC1N3LD 
W www.medialabuk.com 
Gillian Mosely 

E gillianmosely@medialabuk.com 

National Geographic Channels 
International 

Shepherds Building East, Richmond Way 

London 

UKW140DQ 

Hannah Demidowicz 

E hannah.demidowicz@fox.com 

Ed Sayer 

E ed.sayer@fox.com 

Nutopia 

Kirkman House, 1st Floor, 

12-14 Whitfield Street 
London 
UKW1T2RF 
W www.nutopia.com 
Jane Root 

Ejane@nutopia.com 

October Films 

30-31 Lyme Street, Lymehouse Studios 

London 

UKNW10EE 

W www.octoberfilms.co.uk 
Adam Bullmore 

E adam.bullmore@octoberfilms.co.uk 
Gareth Cornick 

E gareth.cornick@octoberfilms.co.uk 
Denman Rooke 

E denman_rooke@octoberfilms.co.uk 


OR Media 

5-6 Portland Mews, Soho 

London 

UKW1F8JG 

Christopher Mitchell 

E christopher.mitchell@ormedia.co.uk 

Oxford Scientific Films 

21 -22 Wa rwick Street 

London 

UKW1B5NE 

W www.oxfordscientificfilms.tv 
Clare Birks 

E cbirks@oxfordscientificfilms.tv 
Peter Collins 

E pcollins@oxfordscientificfilms.tv 
Steve Condie 

E scondie@oxfordscientificfilms.tv 
Alice Keens-Soper 
E aliceks@oxfordscientificfilms.tv 

Picture Films 

139 Roding Court, Emlyn Gardens 
London 
UKW12 9UG 
W www.picturefilms.tv 
Tilman Remme 
E tilman@picturefilms.tv 

Pioneer Productions 

Voyager House, 32 Galena Road 

London 

UKW6 0LT 

W www.pioneertv.com 
Stuart Carter 

E stuart.carter@pioneertv.com 
Kirstie McLure 

E kirstie.mclure@pioneertv.com 
Ailsa Orr 

E ailsa.orr@pioneertv.com 

Pioneer Productions 

32 Galena Road, Hammersmith 

London 

UKW6 0LT 

W www.pioneertv.com 
Jeremy Dear 

Ejeremy.dear@pioneertv.com 

Rare Day 

2nd Floor, 44-46 New Inn Yard 
London 
UKEC2A3EY 
W www.rareday.co.uk/ 

Nicky Huggett 
E nicky@rareday.co.uk 

RedSiesta Films 

8 Wolseley Avenue, Wimbledon Park 

London 

UKSW198BQ 

Vijay Mavjee 

E vijay@redsiestafilms.tv 


Renegade Pictures 

Unit 2b 6 Erskine Road 

London 

UK NW3 3AJ 

W www.renegadepictures.co.uk 
Alan Hayling 

E alan.hayling@renegadepictures.tv 
Livia Simoka 

E sabrina_scollan@yahoo.com 

Royal Hospital for Sick Children 

Edinburgh 
UKEH9 ILF 

W www.linkedin.com/pub/felicity- 
vidya-mehendale/14/50a/5a7 
Felicity Mehendale 
E felicity.mehendale@gmail.com 

S4C 

Doc Fictoria 
Caernarfon 
UK LL55 1TH 
W www.s4c.co.uk 
Llion Iwan 

E Hion.iwan@s4c.co.uk 

SBS Corporation 

Morelands, 2nd Floor, 5-7 Old Street 

London 

UKEC1 9HL 

Jane Roscoe 

E jane.roscoe@sbs.com.au 

Screen Glue Ltd. 

London 

UK 

W www.screenglue.com 
Jasper James 
Ejasper@screenglue.com 

Sky Vision 

5 Station Approach 
Chorleywood 
UKWD3 5PF 
W sky.com/skyvision 
Carl Hall 

E carl.hall@bskyb.com 
Danny Tipping 
E Danny.tipping@bskyb.com 

STV Productions 

Pacific Quay 
Glasgow 
UKG51 1PQ 
Alan Clement 
E alan.clements@stv.tv 
Anne Laking 
E anne.laking@stv.tv 


Testimony Films 

12 Great George Street 

Bristol 

UKB51 5RS 

W www.testimonyfilms.com 
Steve Humphries 
E steve.humphries@ 
testimonyfilms.com 

Tiger Aspect 

4th Floor, Shepherds Building Central, 

Charecroft Way, London 

London 

UKW140EE 

W www.tigeraspect.co.uk 
Clare Handford 

E clarehandford@tigeraspect.co.uk 

Tip Top Television Ltd 

32 Fitzroy Square 
London 
UKW1T6EX 
David McNab 
E david@tiptoptv.net 

True North Productions 

3rd Floor, East Wing, Marshall Mills, 

Marshall Street 

Leeds 

UK LS11 9YP 
Liz McLeod 

E LMcLeod@truenorth.tv 

TV6 Limited 

75 High Street,Tunbridge Wells 
Kent 

UKTN11XZ 
W www.tv6.co.uk 
Richard Reisz 
E richard.reisz@tv6.co.uk 

TVF International 

375 City Road 

London 

UKEC1V1NB 

W www.tvfinternational.com 
Alice Hamlett 
E alice.hamlett@tvf.co.uk 

UKTV 

8th Floor, 245 Hammersmith Rd 
London 
UKW6 8PW 
W www.uktv.co.uk 
Adrian Wills 

E adrian.wills@uktv.co.uk 

Waddell Media 

7-12 St. Helen's Business Park 

Holywood 

UKBT18 9HQ 

Jon-Barrie Waddell 

Ejb@waddellmedia.com 
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Wall To Wall 

85 Gray's Inn Road 
London 
UKWC1X8TX 
W www.walltowall.co.uk 
Jonathan Hewes 

E Jonathan. he wes@walltowall.co.uk 

Wellcome Trust 

215 Euston Road 
London 
UKNW1 2BE 
W www.wellcome.ac.uk 
lain Dodgeon 

E i.dodgeon@wellcome.ac.uk 
Dr. Lisa Lazareck 
E l.lazareck@wellcome.ac.uk 

Western Front Films 

Room 1, The Cou rt, The Street 

Charmouth 

UKDT6 6PE 

W www.western-front.co.uk 
Eric Harwood 

E eric.harwood@western-front.co.uk 
Nick Watts 

E nick.watts@western-front.co.uk 

WildThring Media 

Todsbridge, Far Wells Road 
Bisley 

UKGL6 7AQ 
EdwinaThring 

E edwina@wildthringmedia.com 

Wildfire Television 

49 Goldhawk Road 
London 
UKW12 8QP 
W www.wildfiretv.co.uk 
Philip Clarke 

E philipclarke@wildfiretv.co.uk 

Wildscreen 

Ground Floor,The Rackhay, 

Queen Charlotte Street 
Bristol 
UKBS1 4HJ 
Cathrine Armour 

E cathrine.armour@wildscreen.org.uk 

Windfall Films 

1 Underwood Row 

London 

UKN1 7 LZ 

W www.windfallfilms.com 
David Dugan 

E dugan@windfallfilms.com 
Ian Duncan 

E ian@windfallfilms.com 
Carlo Massarella 
E carlo@windfallfilms.com 
Leesa Rumley 
E leesa@windfallfilms.com 


Wingspan Productions 

5 Spectrum House, 

32-34 Gordon House Road 
London 
UKNW3 2RJ 
Archie Baron 

E archie@wingspanproductions.co.uk 

Words Make Pictures 

Granard Lodge, Putney Park Lane 

London 

UKSW155HU 

John Lynch 

Ejohnlynchmedia@gmail.com 

Zig Zag Productions 

13-14 Great Sutton St 
London 
UK EC1V0BX 
W www.zigzag.uk.com 
Leila Monks 

E leila.monks@zigzag.uk.com 

Zodiak Rights 

Avon House, Kensington Village, 

Avonmore Road 

London 

UKW14 8TS 

Alex Brudenell 

Ealexander.brudenell@zodiakrights.com 

USA 

Al Jazeera America 

1627 K St. NW 
Washington DC 
USA 20006 

W america.aljazeera.com/ 

Kathy Davidov 

E kathy.davidov@aljazeera.net 
Diana El-Osta 

E diana.elosta@aljazeera.net 

American Institute of Physics 

One Physics Ellipse 
College Park MD 
USA 20740 

W www.insidescience.org/television 
Karin Heineman 
E kheinema@aip.org 

APT Worldwide/American 
Public Television 

55 Summer St. 

Boston MA 
USA 2110 

W www.aptww.org,aptonline.org 
Judy Barlow 

E Judy_Barlow@aptonline.org 


Base Productions 

16961 Thunder Road 
Haymarket VA 
USA 20169 

W www.baseproductions.com 
Mickey Stern 

E mstern@baseproductions.com 

BBC Worldwide America 

1120 Ave OfThe Americas, 5th FI 
New York NY 
USA 10036 
Melissa Green 
E melissa.green@bbc.com 

Between the Rivers Productions 

C/o Postfactory, 233 Spring Street, 4th FI 
New York NY 
USA 10013 

W www.lettersfrombaghdad.com 
Sabine Krayenbuhl 
E sabine@lettersfrombaghdad.com 
Zeva Oelbaum 

E zeva@LettersFromBaghdad.com 

Cineflix 

161 Avenue OfThe Americas, 14th Floor 
New York NY 
USA 10013 
Charles Tremayne 
E ctremayne@cineflix.com 

Deep Sky Productions 

9340 N. 92nd St. Suite 202 
Scottsdale AZ 
USA 85258 

W www.deepskyproductions.com 
Frank Kraljic 
Eljkraljic@cox.net 

Discovery Channel 

One Discovery Place 
Silver Spring MD 
USA 20910 
Brian Lavin 

E Brian_Lavin@discovery.com 
Robert Zakin 

E Robert_Zakin@discovery.com 

Discovery Channel 

10100 Santa Monica Blvd 
Los Angeles CA 
USA 90067 
Howard Swartz 

E howard_swartz@discovery.com 

Discovery Communications 

One Discovery Place 
Silver Spring MD 
USA 20910 
Brian Lavin 

E Brian_Lavin@discovery.com 
Jim Louderback 
Ejim@discoverydn.com 


Discovery Digital Networks 

2415 3rd Street, Suite 232 
San Francisco CA 
USA 94107 
Tom Lofthouse 

E tlofthouse@discoverydn.com 

Discovery Networks International 

1 Discovery Place 
Silver Spring MD 
USA 20910 
SarahT. Davies 

E Sarah_Davies@Discovery.com 
Marion Said 

E Marion_Said@discovery.com 

DocumentaryTelevision.com 

424 Henry St 
Brooklyn NY 
USA 11231 

W www.documentarytelevision.com 
Peter Hamilton 
E r2k@verizon.net 

Earth Touch USALLC 

7250 Woodmont Ave., #325 
Bethesda MD 
USA 20814 

W www.earthtouch.tv 
Melanie Carlos 

E mcarlos@earthtouchusa.com 

Fire Ants Productions LLC D.B.A 
ReelTag 

419 Lafayette Street, FI 2 
New York NY 
USA 10003 

Jean-Sebastien Brettes 
E jsbrettes@reeltag.com 

FremantleMedia 

4000 West Alameda Ave, 2nd Floor 
Burbank CA 
USA 91505 
Mark Lewis 

E mark.lewis@fremantlemedia.com 

Getty Images 

USA 

Ed Barron 

E Ed.barron@gettyimages.com 
Wilfred Tenaillon 

EWilfred.tenaillon@gettyimages.com 

Getzels Gordon Productions 

4922 Fairmont Ave. 

Bethesda MD 
USA 20814 

W www.getzelsgordon.com 
Harriet Gordon Getzels 
E harriet@getzelsgordon.com 
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Independent 

505 5th Ave. S, Ste. 900 
Seattle WA 
USA 98104 
James Byrne 
Ejbyrne28@me.com 

Independent 

13313 Drew Lane 
Potomac MD 
USA 20854 
Michael Cascio 
E MichaelJCascio@aol.com 

Independent 

USA 

Kelly Masterson 
E kmasterson532@verizon.net 

ITN Source 

48 Wall Street, Suite 1100 
New York NY 
USA 10005 

W www.itnsource.com 
Nan Halperin 

E nan.halperin@itnsource.com 

JWM Productions 

6930 Carroll Ave., #600 
Takoma Park MD 
USA 20912 

W www.jwmprods.com 
Jason Williams 
Ejasonw@jwmprods.com 

Larkin McPhee Productions, LLC 

1800 Dupont Avenue South 
Minneapolis MN 
USA 55403 
Larkin McPhee 
E lmcphee@visi.com 

Lion Television 

19 Fulton St, Suite 500 
New York NY 
USA 10038 
W www.liontv.com 
Tony Tacka berry 
E tony.tackaberry@liontv.us 

Louise Rosen Ltd. 

16 High Street 
Brunswick ME 
USA 4011 

W www.louiserosenltd.com 
Louise Rosen 
E LRosenLtd@aol.com 


Medill School of Journalism— 
Northwestern University 

320 West Illinois Street, Apt. 2008 
Chicago IL 
USA 60654 
W theresachong.net 
Theresa Chong 
E theresachong2013@ 
u.northwestern.edu 

Merlin Ventures 

580 East Lane Drive 
Villa ParkIL 
USA 60181 
John Railing 

E popupbooks@msn.com 

Mokko Studio 

USA 

Jon Robertson 

Ejrobertson@mokkostudio.com 

Motherboard 

90 North 11th Street 
Brooklyn NY 
USA 11211 
Thobey Campion 
E thobey.campion@vice.com 

National Geographic Channel 

1145 17th Street NW 
Washington DC 
USA 20036 

W www.natgeotv.com 
Germaine Deagan Sweet 
E Gdeagan@natgeotv.com 
Michael Mavretic 
E mmavretic@natgeotv.com 
JC Mills 

Ejmills@natgeotv.com 

National Geographic Channels 
International 

1145 17th Street NW 
Washington DC 
USA 20036 

W channel.nationalgeographic.com/ 
channel 

Stephen Hunter 
E shunter@natgeotv.com 
Carlyn Staudt 
E cstaudt@natgeotv.com 

National Geographic Television 

1145 17th Street NW 
Washington DC 
USA 20036 
Brooke Runnette 
E dparsons@ngs.org 


National Science Foundation 

4201 Wilson Boulevard, Suite 885 
Arlington VA 
USA 22230 
W www.nsf.gov 
Valentine Kass 
E vkass@nsf.gov 

NBC Universal, Media 

30 Rockefeller Plaza 
New York NY 
USA 10112 
Benjamin Ringe 
E benjamin.ringe@nbcuni.com 

NHNZ 

Suite 3 1707 N St. Nw 
Washington DC 
USA 20036 
W www.nhnz.tv 
Phil Fairclough 
E philnhnz@gmail.com 

A/OM/WGBH 

One Guest Street 
Boston MA 
USA 2135 

W www.pbs.org/nova 
Paula S. Apsell 
E psa@wgbh.org 
Evan Hadingham 
E evan_hadingham@wgbh.org 
Chris Schmidt 
E chris_schmidt@wgbh.org 
Melanie Wallace 
E melanie_wallace@wgbh.org 

Off The Fence 

1438 N. Gower Street, Bldg 74 
Hollywood CA 
USA 90028 
Havva Eisenbaum 
E havva@offthefence.com 

Part2 Pictures 

302 Butler Street 
Brooklyn NY 
USA 11217 
Amy Bucher 

E rachelf@part2pictures.com 

Passport to Knowledge/GHSPi 

27 Washington Valley Road 
Morristown NJ 
USA 7960 

W earththeoperatorsmaual.com 
Geoff Haines-Stiles 
E ghs@passporttoknowledge.com 


PBS 

2100 Crystal Drive 
Arlington VA 
USA 22202 
W www.pbs.org 
Beth Hoppe 
E bchoppe@pbs.org 
Mike Kelley 
E mdkelley@pbs.org 
Bill Margol 
E blmargol@pbs.org 
Erica Watson 
E emwatson@pbs.org 

PBS Distribution 

Arlington VA 
USA 

W shopPBS.org 
Amy Letourneau 
E arletourneau@pbs.org 

PBS International 

10 Guest Street 
Boston MA 
USA 2135 

W www.pbsinternational.org 
Anna Alvord 
E agalvord@pbs.org 
Nanci Barker Church 
E nbchurch@pbs.org 
Tom Koch 
Ejtkoch@pbs.org 
Charles Schuerhoff 
E chschuerhoff@pbs.org 

PF Productions 

USA 

David Kaplan 
Mark Levinson 

E levinsonmark@earthlink.net 

Powderhouse 

212 Elm Street 
Somerville MA 
USA 2144 

W www.powderhouse.net 
Tug Yourgrau 

E tyourgrau@powderhouse.net 

Providence Pictures 

60 Eddy Street 
Providence Rl 
USA 2903 

W www.providencepictures.com 
Gary Glassman 

E gary@providencepictures.com 

Quanta Magazine / Simons 
Foundation 

160 Fifth Avenue, 7th Floor 
New York NY 
USA 10010 

W www.simonsfoundation.org/quanta/ 
Thomas Lin 

E tlin@simonsfoundation.org 
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Roller Coaster Road Productions 

15 Bancroft Ave. 

Annapolis MD 
USA 21403 
Steve Burns 

E stevelburns@comcast.net 

Smithsonian Networks 

1225 19th Street 
Washington DC 
USA 20036 

W www.smithsonianchannel.com 
Chris Hoelzl 

E c.hoelzl@smithsoniannetworks.com 

Story House Productions 

2233 Wisconsin Ave NW, #420 
Washington DC 
USA 20007 
Andreas Gutzeit 
E gutzeit@storyhousepro.com 

Stony Brook Films 

1002 Stony Brook Road 
Brewster MA 
USA 2631 
Paul Gasek 

E sbfilms@comcast.net 

Tangled Bank Studios 

4000 Jones Bridge Road 
Chevy Chase MD 
USA 

David Elisco 
E eliscod@hhmi.org 
Michael Rosenfeld 
E mrosenfeld@hhmi.org 
Anne Tarrant 
ETarranta@hhmi.org 

Terranoa/US Office 

5101 River Road 
Bethesda MD 
USA 20816 

W www.terranoa.com 
Laetitia Giansily-Doyle 
E ldoyle@terranoa.com 

The Really Interesting 
Picture Company 

33-21 163rd Street 
Flushing NY 
USA 11358 

W www.thereallyinterestingpicture 
company.com 
Thomas Veltre 

E tom.veltre@TheReallylnteresting 
PictureCompany.com 


Thirteen/WNET 

825 8th Avenue 
New York NY 
USA 10019 
Stephanie Carter 
E carters@thirteen.org 
Janet Hess 
E hess@thirteen.org 

TV4 

1680 Vine Street 
Hollywood CA 
USA 90028 
Paul Duddridge 
E paul@paulduddridge.com 

University of Minnesota 

1987 Upper Buford Circle, 100 Ecology 
St. Paul MN 
USA 55108 
Alex Eilts 
E eilts@umn.edu 

Vice Media 

97 N. 10th Street 
Brooklyn NY 
USA 11211 

W motherboard.vice.com 
Derek Mead 

E derek@motherboard.tv 

WGBH 

1 Guest Street 
Brighton MA 
USA 2135 
John Bredar 

E John_Bredar@wgbh.org 
Julia Cort 

Ejulia_cort@wgbh.org 
Denise Dilanni 
E denise_diianni@wgbh.org 

Zala Films 

Pob 22833 
Oakland CA 
USA 94609 

W www.zalafilms.com 
George Csicsery 
E geocsi@zalafilms.com 
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